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INTRODUCTION 


Naval Construction Battalion (NCB) engineers and constructors are 
responsible for building and modifying advanced bases so that the Navy 
can carry out its mission. This building activity is usually outside 
the continental United States and in some cases must be accomplished 
quickly and without a thorough siting program. While many types of con- 
struction are undertaken, particular interest is shown for waterfront 
construction of permanent and advanced bases that require pilings. 
Because of the remoteness of many construction sites and the need to 
build quickly, most of these bases are planned and designed using pre- 
engineered drawings contained in the Advanced Base Functional Components 
system (NAVFAC (1982)). However, the foundation design must be site 
specific and therein lies a potential weakness. 

The thin layer of soil that covers the earth is highly variable 
making pre-engineered foundations difficult to achieve. Foundations 
that rest on or are embedded in soils require soil surveys, testing, and 
analyses so that specific designs can be made to accommodate the variety 
of conditions encountered. The Navy has prepared two manuals to assist 
the NCBs in designing foundation systems (NAVFAC (1971) and Rocker 
(Ca 1984)). Application of the design procedures provided by these 
manuals is successful when the soils encountered behave similar to ter- 
restrial soils. However, in the equatorial regions of the earth, a 
region of interest to the Navy, the soil is calcareous and engineering 
experience has shown that calcareous soils behave quite differently than 
terrestrial soils. In particular, pile foundations in calcareous soils 
have not always performed well even when designed with higher factors of 
safety than normally applied to designs in noncalcareous soils. The 
Naval Facilities Engineering Command has funded a project to investigate 
the performance of piles in calcareous soils, because of the expected 
additional construction of pile supported structures in equatorial 
regions. The intent of this program is to improve the technology related 
to pile behavior in calcareous soil and enhance the Navy's ability to 
quickly and efficiently construct pile-supported facilities. 


BACKGROUND 


Calcareous soils are composed of calcium carbonate. They are pre- 
dominantly sedimentary and differ from terrigenous soils in several ways 
(McClelland Engineers, Inc., 1980; Noorany, 1982a; and Datta et al., 
1981). Calcareous soils are products of biological activity, having 
more intra-granular voids, are easier to crush, and are more susceptible 
to post-depositional physical and chemical alterations. Calcareous de- 
posits can have significant spatial variations and discontinuities such 
as cavities, solution channels, and highly cemented zones. 


Several researchers (Datta et al., 1979, 1980, 19813; Agarwal, 1977; 
and Demars et al., 1976) have identified parameters that affect the engi- 
neering behavior of calcareous soils. These parameters are carbonate 
content, crushability, degree of cementation, index properties, and geo- 
logic processes. These parameters are interrelated and none of them 
alone provide a unique relationship to engineering behavior. 

There is no classification system that adequately characterizes the 
engineering behavior of calcareous sediments; several have been oe 
(Noorany, 1982a; Demars et al., 1976; Demars, 1982; Datta et al. 1981, 
1982; Beringen et al., 1982). Datta and others suggested that is it 
premature to propose engineering classification systems; cited as reasons, 
among others, is that cementation and susceptibility to crushing cannot 
be quantified. Beringen and others proposed using cone penetration test 
(CPT) data to qualitatively measure cementation as a function of cone 
resistance in conjunction with other classification data. While it is 
apparent that progress in classification is being made, it is equally 
apparent that years of data gathering will be required before a compre- 
hensive and reliable classification system will evolve. 

A summary of engineering aspects of calcareous soils that are likely 
to be relevant to pile behavior is provided: 


Index Properties 


e Calcareous soils have lower densities and higher intra-particle 
voids than terrigenous soils. 


e Calcareous soils contain soft calcium carbonate minerals and 
their grains are softer than quartz or silica sand. 


e The specific gravity, G_, of calcareous sediments is usually 
higher than terrigenous soils. For example, the Ce values for 
the calcareous sands from Florida and Guam (Noorany, 1982b) are 
about 2.8 or more, whereas the C. value for quartz is about 2.65. 


Compressibility and Crushability 


e Calcareous soils are more compressible than terrigenous soils; 
their compressibility results from grain crushing and the col- 
lapse of grain-structure, therefore, volume changes are usually 
permanent. 


e Coarser-grained calcareous sediments show a more significant 
degree of degradation and grain crushing than finer-grained 
sediments. 


e Grain crushing and the collapse of grain-structure can be induced 
by applying either confining or shearing stresses. 


e Sediments with high carbonate content do not compress to as low 
a final void ratio as sediments with low carbonate content. 


Strength Properties 


e Calcareous soils have a higher internal friction between grain- 
to-grain contact than terrigenous soils (Horne and Deere, 1962). 


e Friction angles of calcareous soils decrease with increasing 
confining pressure. This reduction appears to be the result of 
grain crushing (Datta et al., 1980). Increasing grain crushing 
induces decreasing shearing resistance until a limiting value of 
shear resistance is reached. 


e Shearing can cause grain crushing and volumetric contraction. 


The summary of engineering behavior of calcareous soils represents 
the state-of-knowledge at the beginning of this project. It is apparent 
that the knowledge is meager and not well related to piles. 


STATE-OF-THE-ART PILE INSTALLATION PRACTICE 


Piles used nearshore and offshore are usually open-ended, steel 
pipe piles. These piles are popular because they can be easily applied 
to achieve long length, offer a good strength-to-weight ratio, minimize 
soil disturbance during installation, and minimize driving resistance. 
Also, it is more economical to install fewer long piles than more short 
piles. 

Several techniques are currently used for installing piles in cal- 
careous soils. These techniques are listed below in order of preference 
(frequency of occurrence): 


e Driving with impact hammer (driven piles) 

e Drilling and grouting (drilled and grouted piles) 

e Driving, drilling, and grouting combination 

e Drilling an enlarged base, then grouting (belled piles) 


e Driving with vibratory hammers 


Installing piles with an impact hammer is common because it is simple to 
use and has been successfully used for a wide variety of soil conditions. 
Drilled and grouted piles are often used where rock layers and 

highly cemented strata are present in the sediment profile and piles 
cannot be driven to the final design penetration. In these cases, a 

pile cavity is drilled to final penetration and then a pile is inserted 
and grouted to form a composite pile. A drilled and grouted pile could 
be used from the outset. Pile driving has caused significant degradation 
of skin resistance in calcareous soils (Angemeer et al., 1975). The 
recently completed pile-supported POL pier at the Navy's Diego Garcia 
Advance Base in the Indian Ocean used driven, open-end pipe piles in 


calcareous sediments and experienced severe soil degradations. Construc-— 
tion personnel reported that piles would free drop as much as 6 feet 
during driving. As a result of these experiences, drilling and grouting 
the piles may be preferred instead of using an impact hammer to install 
the piles in calcareous soils. 

Belled pile foundations have been used for a tanker terminal project 
in Saudi Arabia where calcareous sediments are predominant (Burt and 
Harris, 1980). This method took advantage of the high end bearing resis-— 
tance in carbonate rocks or highly cemented calcareous soils. 

High capacity, low frequency vibratory hammers were used to drive 
piles into a calcareous sediment in Saudi Arabia (Fugro Ltd., 1982). 
Installing piles by such a method appears promising, however, little or 
no data are available to evaluate the effect of this installation method 
on the load carrying capacity of piles. 


Axial Pile Capacity 


There are minimal data on the axial load capacity of piles in cal- 
careous soils. The ultimate axial capacity is determined by the sum of 
skin friction resistance, Q _, and end (tip) bearing resistance, Q , and 
can be expressed as follows: P 


= + = + 
@= @ 8G -8h ead (1) 
where: f = unit skin friction 
A. = side surface area of pile, which is in contact 


with sediment 
q = unit end bearing capacity 


A = cross-sectional area at pile tip 


Very few experimental studies have been conducted to investigate 
the behavior of piles in calcareous sediments. Studies that are avail- 
able tend to concentrate on skin friction. The results of static tensile 
pile load tests for driven piles and grouted piles in calcareous soils 
are summarized in Table 1. Angemeer et al. (1973, 1975) indicated that 
the axial capacity of driven piles in calcareous soils can be lower than 
that of piles driven in terrigenous soils. They also found that skin 
friction for driven piles varied from site to site and thought this vari- 
ation probably reflected differences in crushability, cementation, and 
density of the calcareous soil. They concluded that calcareous soils 
are extremely sensitive to crushing as evidenced by grouted piles yielding 
a frictional capacity on the order of 3 to 5 times that for driven piles. 
They applied cyclic loads to a grouted pile to measure the threshold 
pile friction resistance and observed no significant loss in frictional 
Capacity after about 90 cycles. Contradictory observations, though, 
have been reported in King et al. (1980) when performing small-scale 
pile segment friction tests in-situ. King's large displacement cyclic 
tests (i.e., each cycle displacing the pile to the maximum resistance) 


showed that the frictional resistance reduced substantially. A disparity 
in threshold frictional resistance, therefore, exists due to the sparsity 
of data and inconsistent testing procedures. End bearing is even less 
studied and very little data on end bearing capacity are reported. 

Figure 1 shows a plot of q determined from field pile tests in chalk and 
weak cemented calcareous soils versus standard penetration test (SPT) 
resistance value, N. The figure shows a wide scatter of data, indicating 
that the SPT, a popular in-situ test device, may not be a good tool for 
determining the q value for piles in calcareous soils as the CPT. 


Pile Design Methods 


The design of pile foundations is far more uncertain in calcareous 
soils than in terrigenous soils. Unfortunately the information available 
cannot be fully explained by conventional theory and does not aid in 
making necessary judgments. Where important facilities are planned, it 
is a normal practice to conduct pile load tests to confirm load predic- 
tions. These tests are costly, time-consuming, and impractical for most 
projects. Instead, large factors of safety are normally introduced to 
account for design uncertainty. However, this approach leads to costly 
over-design in many cases and unsafe designs in other cases. 

Design practice for determining the ultimate axial capacity of piles 
in calcareous sediments can be divided into the following categories: 


1. Use of conventional theory with modifications to account for 
certain aspects of calcareous soils. 


2. Empirical correlation with penetration resistance during 
driving. 


3. Correlation with in-situ tests. 
4. Correlation with full scale pile load tests. 
The features of these methods are summarized in Table 2. 


Conventional Theory. The conventional theory for predicting axial 
capacity of piles in terrigenous soils is used with modifications to 
account for various engineering aspects of calcareous soils. Table 3 
shows design parameters presently used for estimating axial capacity of 
driven piles in calcareous sands; parameters for silica sands are also 
shown for comparison. The parameters can be used to show that predicted 
pile capacity for calcareous sands is only about one-third of that for 
silica sands for similar conditions. Similarly, for piles subjected to 
tensile loading, the capacity predicted for calcareous soils may be only 
20% of that predicted for silica sands. Unfortunately, the design param- 
eters in Table 3 do not relate the degree of cementation to measurable 
soil properties. 

Agarwal et al. (1977) recommended design parameters based on carbon- 
ate content that are significantly higher than those in Table 3. The 
use of these parameters would lead to higher predicted capacities. Datta 
et al. (1980) recommended coefficients of lateral pressure for calculating 


skin frictions that would also lead to higher predicted skin friction. 
These procedures have not found favor because of the uncertainty in de- 
signing piles in calcareous soils. 

The design of drilled and grouted piles in calcareous sands appears 
to be so site-specific that recommended design parameters do not appear 
in the literature. The lack of progress in the development of general 
design procedures is undoubtedly due to the limited amount of experi- 
mental work. 


Empirical Correlation With Resistance To Driving. The empirical 
correlation approach correlates the driving resistance to the axial capa- 


city of piles in accordance with an empirical formula. A variety of 
these formulas are available, among them is the Engineering News Record 
formula: 


We OUR G Wolly) (2) 
where: Wi = weight of the driving ram 
H = distance of the ram travel 
R = resistance of the pile to driving 
S = distance the pile tip penetrates the soil 


Each of the formulas equate the driving energy with the resistance the 
soil offers to pile penetration. This approach was used in the pier 
constructed at Diego Garcia. Based on Equation (2), the determined shear 
strength property from selected soil samples and a pile load test, a 
blows per foot criteria for pile driving procedures and the estimated 
pile embedment depth was established to reach the designed pile capacity. 
The estimated depth was about 65 feet. Based on the unpublished pile 
driving record, many of the piles required two to three times this depth 
to meet the blow count criteria. The results of the work at Diego Garcia, 
therefore, indicated that the driving resistance is not a good indication 
for predicting pile capacity in calcareous soils. 


Correlation With In-Situ Penetration Tests. Standard penetration 
resistance has been used for calculating pile capacity in chalk. As 
indicated in Figure 1, this correlation yields a wide scatter of results. 
In addition SPT results are not reproducible and as a result this method 
must be used with caution. 


Full-Scale Pile-Load Test. The in-situ, full-scale pile-load test 
is the best method for taking site-specific parameters into consideration. 
However, calcareous sediments vary significantly in composition and engi- 
neering behavior between nearby locations and is difficult to extrapolate 
results. Thus, the number of pile load tests required for calcareous 
soils may be larger than for terrigenous soils. This can be very costly. 
Research and development in understanding soil-pile interaction might 
reduce the number of tests required. 


LABORATORY TESTS OF SOIL-PILE INTERACTION BEHAVIOR 


Purpose and Approach 


The preceding background has shown the lack of knowledge of calcar- 
eous soils, their engineering behavior, and designing piles for use in 
calcareous soils. 

The problem confronting the Navy is that the design of piles in 
calcareous soils cannot be done with confidence and this poses a threat 
to the successful completion of expedient operations. Planning for these 
operations becomes extremely difficult when, for example, it is not known 
how much piling to send with an elevated causeway that must be constructed 
in order to support an amphibious operation. 

A program for improving pile design capability in calcareous soils 
was presented by Bailard and McCarel (1981). They recommended a four- 
point program that included: laboratory and field studies to determine 
the geotechnical behavior of piles driven in calcareous sediments; devel- 
opment of improved pile technology for calcareous soils; and, development 
of geotechnical design procedures for piles used in calcareous soils. 

The corner stone of the program was a comprehensive research program 
aimed at gaining a better understanding of the geotechnical behavior of 
piles during inserting and loading in calcareous soils, and how this 
behavior differs from that in terrigenous soils. The goal of this pro- 
gram was to discover what specific failure mechanisms cause the widely 
divergent behavior. Particular attention was given to the relative im- 
portance of cementation, grain crushability, carbonate content, and 
crushed grain fraction in governing the behavior. Because of the dif- 
ficulty and expense of conducting full-scale field experiments, the bulk 
of this work has been conducted in the laboratory. Later, verification 
of these results will be obtained by partial and full-scale field tests 
using instrumented piles. 

The purpose of this report is to document the results of the labora- 
tory investigations designed to determine the factors influencing pile 
behavior in calcareous soils and to examine alternative pile concepts 
for calcareous soils. A general investigation designed to bound the 
problem and provide guidance for the other investigations was performed 
by the Naval Civil Engineering Laboratory (NCEL). A study of frictional 
behavior, particularly in regard to crushed friction was performed by 
Dr. Iraj Noorany (Noorany, 1982b). The study of grain crushing and the 
study of alternative pile concepts were performed by Earth Technology 
Corporation (ERTEC, 1983a and b). 


General Investigation 


The background information clearly points out that an understanding 
of the calcareous soil-pile interaction and the ability to provide ade- 
quate pile design and installation guidelines or procedures is not avail- 
able to the engineering community. NCEL conducted a series of laboratory 
experiments to gain a better understanding of the general behavior of 
the calcareous soil-pile interaction, and to bound the geotechnical 
parameters controlling this interaction. The investigators determined 
that a visual representation of the calcareous sand media during pile 


driving would meet these goals. By varying the soil media's consistency 
(i.e., density and degree of induration), the different behaviors of the 
calcareous sand during model pile embedment could be compared to a con- 
trolled sand (silica sand) having similar consistencies. The behavior 
difference and the influencing factors were more clearly defined. 


Program 


The model selection criteria used for this experiment required that 
the model be manageable in the laboratory and be free of as many labora- 
tory induced effects as possible yet provide the desired results. A 
technique had to be developed that would allow a view of the change 
occurring in a soil mass as a pile was driven into the soil without in- 
fluencing its behavior. The solution to the problem was found by using 
radiography. Radiography is expensive to use because of the equipment 
and the special accommodations required to conduct the experiment and 
provide against x-ray exposure. The method, therefore, is not commonly 
used. Nevertheless, a GE 250, 5 Ma, 210 kV power apparatus normally 
used for nondestructive testing was available at the Aeronautical Me- 
chanical Prototype Support Branch at the Pacific Missile Testing Center, 
Point Mugu, Calif. 

Radiography provides an image of an object subjected to x-rays. An 
exposed film, sensitive to x-rays, shows the internal structure of the 
object and highlights areas of high density. High density material will 
either absorb the x-ray or slow down their transmission time. Since the 
film is exposed to an x-ray source for a predetermined length of time, 
the high density areas projected onto the film is contrasted relative to 
the surrounding material. After exposure no residue radiation is present 
since lead shielded walls surrounding the objective area absorbs all 
x-ray scatter instantly. 

Applying the radiography principal to the calcareous sediment model 
study helped to select the laboratory components. They included a ply- 
wood box (6 by 12 by 24 inches deep), lead shot pellets, and a steel 
model pile (24 inches long by 1-1/2 inches diam). Other ancilliary 
equipment such as assorted driving weights, templates for lead shot 
placement, and a pile guide for vertical penetration were provided (see 
Figure 2). 


Test Materials 


Two test materials were used for this study: (1) calcareous sand 
and (2) silica sand. Calcareous sand is not abundant in the continental 
United States and the most likely area to find the material is in Florida. 
In the past, abundant supplies of the sand were available on beaches 
located in the Florida Keys as well as southernly beaches on the mainland. 
However, many of these beaches have been expanded with imported silica 
sand, thereby, contaminating the source. Also, silica sand is used on 
eroding beaches, which is another cause of contamination. Fortunately, 

a clean source of calcareous sand was located at the Key West Naval Air 
Station. An abandoned fort, located on the base, had rooms filled with 
100% calcareous sand. Several cubic yards of the sand were shipped to 


Port Hueneme after it had been examined and found to be pure. This sand 
has a specific gravity of 2.72 and a carbonate content of 86.17% with 
1.45% organics. The grain size analysis is shown in Figure 3. 

Silica sand was obtained from a commercial source. This sand was 
from Monterey and is referred to as Monterey sand. For the purpose of 
this report, the sand will be referred to simply as silica sand. The 
specific gravity for this sand is 2.65. The grain size analysis is shown 
in Figure 4. 


Model Preparation Procedures 


The program's philosophy was to bound the geotechnical parameters 
of the soil-pile interaction. The objective was to view the behavior of 
the two sands during pile driving. For each soil, two densities (a loose 
and tamped soil) and seven levels of cementation (0%, 0.25%, 0.50%, 1%, 
2%, 4%, 8%) were used. Furthermore, a limited suite of samples were 
tested consisting of a 50-50 mixture of the two sands with the 0%, 1%, 
and 2% cementation levels. 

Three parameters: (1) density, (2) cementation level, and (3) car- 
bonate content, were viewed as important factors controlling the behavior 
of calcareous sand. First, density variations were used since engineering 
properties of terrestrial sands behave differently at different void 
ratios (density). For example, a dense sand undergoing shear loading 
will expand at failure while a loose sand will usually compress into a 
more compact state. Since this is a prominent phenomenon occurring with 
sand, the application of density variants appeared appropriate. 

Second, the varying cementation levels were appropriate because 
calcareous sand deposits exist in uncemented and weak-to-medium cemented 
states. The use of the cement variants will dispel questions of how the 
soil-pile interaction changes with different stages of induration. 

Last, as was stressed earlier (Demars et al., 1976), the possibility 
exists that carbonate content could be used as an index property. Thus, 
for purposes of bounding the effects of this property, the carbonate 
content was varied at three levels: 0%Z, 50%, and 100Z. 

The soil preparation procedure required that enough moisture was 
available in the mixture to hydrate the Type III cement. The calcareous 
sand was brought up to 19% moisture content (weight of water divided by 
weight of solids times 100) and the silica sand to 10% (these moisture 
contents remained the same for all the combination of soil samples). 

The reason for the disparity of moisture contents is because the calcar- 
eous grains have a high affinity for absorbing the interstatial water 
before hydration is allowed to commence, thus, additional moisture was 
needed. The amount of cement added to the mixture was measured as a 
percent of total sample weight. After mixing thoroughly, the soil sample 
was placed into the container as explained below and cured in a 100% 
humidity controlled environment for 7 days. 

A raining technique, common to soil laboratory testing, was used 
for the high void ratio (volume of voids/volume of solids) soil place- 
ment. The prepared soil was placed in a retaining hopper above the con- 
tainer and released, and was atomized as it passed through a sieve 
screen. For this study, a disbursing box and a 1/2-inch Tyler screen 
were used. The soil was placed in l-inch depth increments (i.e., lifts). 


The container holding the soil was 6 by 12 by 24 inches high. The depth 
of soil was 18 inches leaving 6 inches available at the container top 
for pile positioning equipment. 

The low void ratio soil placement procedure also used a disbursing 
box and a 1/2-inch Tyler sieve screen. In order to achieve a l-inch 
higher density lift, additional soil was added and tamped by a 
3- by 3-inch square wooden hammer. The following void ratios were ob- 
tained for the suite of soil models: 


Model High Void Ratio Low Void Ratio 
Calcareous Sand 20 2 Ooll oA a Oil 
Calcareous/Silica Sand 1.43 + 0.01 0.94 + 0.02 
Silica Sand Oc7S 22 -Ooil 6G 28 Wail 


A total of 18 inches of soil required 18 lifts. In between each 
even lift, 13 lead shot pellets were placed on the surface of the lift. 
Three pellets were placed, 1/2 inch apart, directly on the center line 
of the pile driving path with the center pellet on the center line of 
the pile. The remaining 10 pellets were placed symmetrically on each 
side of the pile in a geometric progression manner starting with 1/4 inch 
from the pile surface and stopping at 4 inches. The finished model, had 
eight layers of 13 lead shot pellets for a total of 104 discrete points. 
The size of the pellets was compatible with the median soil grain size 
determined from the grain size distribution curve (Figure 3). 


Test Procedures 


Thirty-four sand models were constructed and tested to determine 
the driving energy required to penetrate the sand and to monitor the 
vertical and horizontal movement of each lead shot pellet by radiography. 
Cured sand models were taken to the Aeronautical—Mechanical Prototype 
Support Branch at Point Mugu and set up in front of the x-ray equipment. 
A metal grid, for monitoring relative movement, was tacked to the back 
of the wooden container (model) and a pile guide secured over the soil. 
An x-ray* was taken showing the initial position of the lead pellets. 
The pile driving mechanism was placed in the guide and a selected weight 
fell 30 inches and impacted the top of the pile. A second x-ray was 
taken after the pile was driven 2 inches (Figure 5). This process was 
repeated until the pile had been driven 14 inches. In a few cases, the 
high cementation sand models were too hard for the piles to be driven 
14 inches. The hardened material caused severe cracking of the soil 
mass and container failure from the driving energy. When this occurred, 
pile driving was stopped. After the pile reached full penetration, a 
pullout test was done but the load was not measured. 


*The word "x-ray" implies that film, placed behind the model, was 
exposed to the x-ray source that recorded the position of the grid, 
lead shot pellets, and the pile. 
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Results 


The objective of the NCEL laboratory program was qualitative and 
attempted to provide a visual representation of the soil-pile interac- 
tion behavior. To that extent, the objective was met. The only param- 
eter measured was the driving energy, which was correlated with the 
parameters of void ratio, cementation, and carbonate content. 

Regarding the selected range of cementation levels, the findings 
indicated that the calcareous sand practically reached an indurated state 
where the bulk soil sample cracked and behaved as cemented chunks. The 
influence of the state of induration on the material behavior was not, 
therefore, outside the testing boundary of slight to medium cementation. 
Any effects due to this parameter would be seen. For silica sand, this 
stage was reached at the 2% cementation level, therefore, tests on the 
4% and 8% cementation for silica sand were not conducted because of this 
finding. 

Figures 6 through 13 show complete suites of x-rays for selected 
soil models. All points in each x-ray were computer digitized to reduce 
the data for comparing the various behaviors. Table 4 summarizes the 
total driving energy for each soil model tested. Figures 14 through 16 
show the variation between cementation, carbonation, and void ratio. 
Based on the model study at NCEL the following observations were made: 


1. The amount of calcareous sand in a sample appeared to control 
the amount of resistance the soil mobilizes during pile driving for dense 
soil samples. Figure 14 shows that for the dense models containing 100% 
silica sand, the slope of the input energy curve was larger than samples 
containing 100% calcareous sand. The slope of input energy for similar 
dense models containing 50% silica sand and 50% calcareous sand resembled 
the 100% calcareous sand model slope. This became evident when the loose 
density curves were analyzed in Figure 14. All the curves show that 
input energy increased with cementation, however, each one shows a dif- 
ferent slope. Closer examination shows that the total energy slopes of 
the loose density mixtures appear linear and as the composition of the 
model changed so did the rate of energy. That is, as opposed to dense 
soil model, the amount of calcareous sand does not control the amount of 
resistance the soil mobilizes during pile driving. 


2. The pullout resistance parameter was not measured in this test. 
It was noted during the test that the calcareous sand's pullout resis- 
tance did not appear to increase with increased driving energy, nor did 
it increase with increased cementation. Contrarily, the pullout resis- 
tance for silica sand increased substantially with increased cementation, 
and at the higher cement contents the pile was very difficult to remove 
from the sand model. This suggests that calcareous sand's driving energy 
is independent of pullout tension. 


3. Figures 15 and 16 show the horizontal and vertical movement of 


the lead shot pellets relative to their distance from the pile surface. 
Several general observations can be made: 
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a. The motion of pellets in the calcareous sand model was 
larger than in the silica sand models. Since the silica sand showed 
more driving resistance, perhaps the calcareous sand required more move- 
ment to mobilize its strength. 


b. The total motion in the cemented sand models was smaller 
than in noncemented models. This suggests that cement bonding, although 
small, was tying grains together causing the mass to respond more as a 
unit. 


c. The motion of the lead shot was greater in the low void 
ratio (dense) then in the high void ratio sand models. This was expected 
because high void ratio sand compacts in order to mobilize its shear 
strength whereas low void ratio sand transfers the shear load further 
into the sand medium enabling the medium to mobilize more strength. 


d. The downward vertical movement of the high void ratio cal- 
careous sand exceeded that of the silica sand. In the low void ratio 
sand models, the majority of vertical movement was in an upward direction 
suggesting that more particles were involved with producing a greater 
mobilized strength. Furthermore, the increased upward vertical movements 
of the low void ratio silica sand model indicated that this sand responded 
more effectively and with higher strength to resist loading. 


FRICTIONAL BEHAVIOR TESTS 


A study (Noorany, 1982a) investigated the internal friction and 
soil-metal friction of two calcareous sands, and evaluated the influence 
of particle crushing on these properties. 

The study did obtain a clearer view of the frictional behavior of 
calcareous sands with particular emphasis on the effect of particle 
crushing on the internal friction angle, », and on the soil-metal fric- 
tion angle, 6. 


Test Plan 


First, the friction angle of each sand was measured by triaxial 
compression tests in loose as well as dense conditions. Next, each cal- 
careous sand was crushed and tested again to determine the effect crushing 
had on the soil friction angle, $%, in loose and dense states. 

The soil-metal friction was measured for both calcareous sands in 
loose as well as dense conditions. The effect of particle crushing on 
soil-metal friction angle was also investigated. 

For comparison, a silica sand was also tested. The results of the 
tests were analyzed to evaluate the influence of soil crushing on shear 
behavior and frictional resistance of calcareous sands. 


Test Materials 
Two calcareous sands, from Guam and Florida, and a Ottawa sand, 


were tested. The calcareous sand from Guam was uniformly graded coraline 


material with a Deo = 0.45 mm and a uniformity coefficient, 


12 


G Ss D,A/D = 1.8. The natural grain size distribution curve for the 
sand is shown in Figure 17. The sand contained both rounded and elon- 
gated particles. Microscopic examination indicated that most of the 
particles were porous and had a rough texture. Even the very small par- 
ticles were porous, and some were even hollow. The specific gravity of 
solids measured 2.80. The grain size distribution curves for the crushed 
sand, compared with the natural sand, are also shown in Figure 1/7. 

The calcareous sand from Florida was the same material used in the 
prev 10us laboratory study. It was a uniform Fea eN sand with a 
D = 0.4 mm and a uniformity coefficient, C = 2.8. This 
sand was finer than the Guam sand and eae Pegue ey by weight silt- 
sized particles (finer than sieve No. 200). The grain size distribution 
curve for the sand is shown in Figure 18. The specific gravity of solids 
measured 2.72. The sand contained flat pieces of broken shells as well 
as bulky particles. Under the microscope, the texture of the particles 
appeared rough. The sand was also tested after crushing. The grain 
size distribution of the crushed sands, compared with that of the natural 
sand, are also shown on Figure 18. 

The Ottawa sand is a uniformly graded silica sand with a D = 0.45 mm 
and a uniformity coefficient, C = D,,/D = 2.0. The grain size distri- 
bution curve for this sand is shown in Figure 19. The sand consisted of 
bulky particles that under the microscope appeared to have smooth, 
polished surfaces. The specific gravity of solids for this soil mea- 
sured 2.61. The purpose for using the Ottawa sand was to compare the 
results of the calcareous sand to a typical non-calcareous sand. 


Test Procedures 


The internal friction angle of each sand was measured by means of 
triaxial compression tests. Test specimens had a cross-sectional area, 
A _, of 10 cm? and were prepared in both loose and dense conditions. The 
loose samples were made by a raining technique where the dry sand is 
poured through a funnel into a cylindrical sample mold. The distance 
between the funnel and the accumulating sand was kept constant. Dense 
samples were prepared by placing the sand in five layers and compacting 
each layer with a small, hand-held tamper. The isotropic compression 
behavior was studied when confining stresses were applied to the samples. 
This was done by observing volume changes under the compression loads. 

All triaxial compression tests were constant-rate-of-strain tests 
at constant lateral pressure until stress-strain curve passed a peak 
value. The rate of deformation for all tests was 0.03 inch per minute. 
The axial load was measured by means of an electronic load cell, and the 
axial deflection was measured by a strain indicator. 

The majority of triaxial compression tests were performed on dry 
sand without volume change measurements. However, for each of the cal- 
careous sands used in this study, a test was made under saturated condi- 
tions and the sample volume change was measured during drained shear 
(i.e., no excess pore pressure build-up). This was done to observe the 
dilatancy characteristics of the sands. 

The friction coefficient of each sand against metal was measured 
directly by sliding a rigid flat steel plate on the surface of sand. 

The plate was 3-1/2 inches by 3-1/2 inches, and was placed on a bed of 
sand 1 inch deep. After the desired normal stress was applied, the plate 
was subjected to shear loads in small increments until sliding occurred. 
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Results 


The results of the triaxial shear tests are presented in Table 5. 
The results show that the friction angle of the calcareous sands was 
about 10 degrees higher than that of the Ottawa sand. This was true for 
both sands in loose and dense conditions. The range of variation of 
friction angle of these calcareous sands from loose-to-dense condition 
was narrow. The increase in friction angle from loose-to-dense condition 
was only 3 to 4 degrees for both sands. The high friction angles of the 
calcareous sands tested were not due to dilational behavior during 
shearing. In the loose condition, both sands showed volume decrease, 
yet had friction angles in the range of 44 to 46 degrees. 

Some particle crushing occurred during shearing of these calcareous 
sands in the triaxial compression tests (Figure 20). When additional 
tests were made on the crushed sand, the amount of further crushing 
during shear was substantially reduced. 

The friction angle of these calcareous sands decreased as the con- 
fining pressure was increased. At a confining pressure of 8,000 1b/ft? 
the amount of reduction in ¢ value for calcareous sands was 2 to 4 de- 
grees. Even partially crushed sand showed some reduction in the $ value 
when tested under high confining pressures. 

Tests on the crushed and recompacted calcareous sands indicated 
that the crushed sand was not weaker than the natural sand. When the 
friction angle of natural sand at a given void ratio was compared with 
the friction angle of partially crushed or ground calcareous sand at the 
same void ratio, it was found that they were about the same value 
@abilemonr 

The results of isotropic compression tests indicate that the calcar- 
eous sands tested are more compressible than the Ottawa sand (Figure 21). 
This could be due to the presence of intraparticle voids, and crushing 
of the sharp edges and corners of highly irregular particles. 

The results of the soil-steel friction tests are presented in 
Table 6. These data indicate that for the two calcareous sands, the 
soil-steel friction angle appears independent of soil density, and in- 
creased slightly after crushing. For the Ottawa sand the friction angle 
is independent of soil density. No tests were done with crushed Ottawa 
sand. 


CRUSHABILITY 


The behavior work performed by NCEL provided a clearer understanding 
of the soil-pile interaction, and a better understanding of the crushing 
phenomena. However, answers to questions such as the location and extent 
of crushing relating to various cementation levels and void ratios, and 
what effect crushing has on driving energy and pullout tension would 
provide a better understanding of the overall soil-pile interaction and 
the shear transfer mechanism operating in calcareous sands. To study 
these questions, NCEL awarded a contract to ERTEC Western, Inc., Long 
Beach, Calif. 
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ERTEC Program 


In an effort to correlate the findings from this study with those 
from previous studies, ERTEC's work was developed around varying void 
ratios and cementations, and driving a model pile into two different 
sands. The objective of this investigation was to qualitatively examine 
the following items related to piles in calcareous sands: 


e The effect of pile driving on the degree of grain crushing. 


e The effect of grain crushing on the frictional resistance 
characteristic of piles in calcareous sands. 


e The effect of cementation on the crushability and frictional 
resistance characteristics. 


The test setup and equipment used for this investigation were spe- 
cifically designed and built to meet the project goals. Figure 22 is an 
illustration of the complete test setup. The test setup consisted of 
the following systems: 


e Model pile and pile driving stem 

e Sample retention system (red barrel) 

e Sample preparation system 

e Pullout load test system 

e Instrumentation and data acquisition system 


The model pile and the driving assembly was the same as that used 
in the NCEL program, i.e., a 1-1/2-inch diam pile driven into the sand 
by free weights falling through a guide rod and impacting on top of the 
pile. The sample was placed in a 30-inch diam by 30-inch high, hollow 
steel cylinder test drum with end plates bolted to both ends of the 
cylinder. The test drum was equipped with a pressurization system that 
could apply up to 100 psi pressure to simulate overburden and lateral 
stress conditions. For this study, an overall confining pressure of 
20 psi was applied in every test, simulating a pile driven about 50 to 
60 feet below the seafloor. The pullout load test included a hydraulic 
loading system and load frame. The hydraulic system consisted of a 
hydraulic actuator, a hydraulic pump, and a flow rate adjuster. This 
system was used to pull out the pile at a slow rate. 


Test Procedures 
A total of 20 laboratory tests were performed on the two different 


sands prepared at different densities, moisture contents, and cement 
contents. Each test was done in the following sequence: 
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1. Prepare and cure each sample. 


2. Place the sample in the test drum and apply a confining pres- 
sure of 20 psi. 


3. Drive the model pile into the sample. 
4. Perform a pullout test. 


5.  Subsample specimens at various depths and distances from the 
soil-pile interface. 


Two methods of sample preparation, tamping, and raining were used 
in this investigation. Both methods were based on the procedure used in 
the previous behavior test to achieve an in-place low and high void ratio 
density. 

All prepared samples were cured in a 100% humidity room for 3 days 
before they were placed in the test drum. This curing period was deter- 
mined on the basis of unconfined compression tests that indicated that 
3- and 7-day strengths of the samples were about the same. After curing, 
the test sample was placed on top of a prepared bed of silica sand in 
the test drum. The space between the test sample and the drum wall was 
then filled with silica sand compacted in layers with a density similar 
to the test sample to maintain compliance. The drum was then covered 
and all pressure lines connected. A hydrostatic confining pressure of 
20 psi was applied to the sample. 

The pile driving assembly was attached after the sample was in place 
and the confining pressure applied. Pile driving was done by manually 
dropping a 15-pound deadweight 12 inches above the pile head. Pile 
driving continued until the model pile penetrated 12 inches. Pullout 
tests were performed with the hydraulic pulling system. The pile was 
connected to the vertical ram of the hydraulic actuator and pulled ver- 
tically at a speed of about 0.04 inch per second. The pullout test con- 
tinued until a maximum pullout force was reached. The pullout resistance 
force and pile displacement were continuously monitored on an X-Y-Y- 
recorder. 

It was hypothesized that the degree of grain crushing, if any, would 
be more severe at or near the pile and decrease significantly as the 
distance away from the pile increased. It was necessary, therefore, to 
obtain soil specimens at or near the pile wall during this test. Nine 
soil specimens were taken from each test sample at three horizontal dis- 
tance intervals of 0 to 1/4, 1 to 2, and 2 to 3 inches from the pile 
perimeter and at three depth intervals between 0 to 4, 4 to 8, and 8 to 
12 inches from the soil surface in each horizontal distance interval. 

Specimens from the cemented samples were analyzed for grain size. 

In order to do this, the cementing agent and sand grains would have to 

be separated to assess the changes in grain size distribution. The 
regular separation method of using physical or mechanical forces was not 
acceptable since it could break and crush the soft calcareous sand grains. 
Chemicals could not be used because they could dissolve the calcareous 
sand grains as well as the cement agent. Instead, the calcareous sand 
and the cement agent was separated by hand. Extreme care was taken to 
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prevent crushing the sand grains. After the specimens were separated, 
they were soaked in distilled water for 24 hours. Sieve analyses were 
then performed on the soil specimens in accordance with ASTM D422-63 
procedures (ASTM, 1981). 


Results 


Of the 20 tests performed, 5 were nonscheduled and 15 were sched- 
uled. The nonscheduled tests were "shakedown tests" to calibrate and 
modify various test procedures. Relevant data and characteristics of 
all test samples, as well as certain test results, are summarized in 
Table 7. The shakedown test data were included in Table 7 for complete- 
ness and to qualitatively supplement the results of the scheduled tests. 

An examination of the pile driving energy data indicated that: 


1. As expected, higher driving energy was required to install the 
pile into higher density sand samples. 


2. For higher density samples of calcareous and silica sand, the 
following observations were made: 


e The driving energy required to install the pile increased 
with increased cement content. 


e At each prescribed cement content, pile driving resistances 
were on the same order of magnitude for higher density silica 
and calcareous sand samples. 


3. For lower density samples of either silica or calcareous sand, 
an increase in cement content did not increase pile driving 
resistance. 


The results of maximum pullout resistance and corresponding pile 
displacement data are also summarized in Table 7. A summary plot of the 
maximum pullout force versus the number of blows required to advance the 
pile 12 inches is provided in Figure 23. Based on these results, several 
observations were made: 


1. Although the pile driving resistances for the higher density 
silica sand and calcareous sand samples are similar, the pullout resis- 
tance of the silica sand was two to five times greater than of the pull- 
out resistance of the calcareous sand. The difference of the pullout 
resistance appeared to increase with the increases of cement contents 
and pile driving resistance. 


2. In lower density calcareous sand, pile pullout resistance 
appeared to increase with the increase of pile driving resistance. 


3. In silica sand, pile pullout resistance increased with the 
increase of pile driving resistance. 
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Based on these observations, it appeared that pile driving resis- 
tance may not be a rational parameter for use in pullout capacity (or 
frictional pile capacity) predictions for piles in calcareous sands. 

As described earlier, subsamples of the soil samples were taken at 
various depths and distances from the pile wall after each pullout test. 
The fines content versus distance from the pile wall (soil-pile inter- 
face) are presented in Table 8. These results show that most of the 
grain crushing took place at or near the pile wall. The degree of grain 
crushing decreased away from the pile wall. The grain size analyses for 
the specimens show that: 


1. At or near the pile wall, more grain crushing occurred along 
the bottom 8 inches of the pile than the top 4 inches. 


2. Pile driving crushes more grains of the higher density calcar- 
eous sand samples while its effect on silica sand and lower 
density calcareous sand samples was less pronounced. 


The observation in item 1 appears questionable since one would think 
that grain crushing would be more pronounced near the soil surface where 
more shear stress cycles are imposed by the pile driving. This could be 
caused by the physical limitation of the red barrel and pressurization 
system. The top 4 inches of the pile were subjected to less complete 
confinement than the bottom 8 inches of the pile, thus, it can be hypoth- 
esized that grain crushing also depends on the applied confining stress. 


ALTERNATIVE PILE CONCEPTS 


In the past, the most popular piles used in calcareous sand have 
been the open-ended pipe piles. The reasons for this were discussed in 
the BACKGROUND section. However, it has been hypothesized that driven 
pipe-piles create problems in calcareous sand, particularly in regard to 
developing skin resistance. These hypotheses have been verified by ERTEC, 
1983a. The recognized problems do not rule out the use of pipe piles, 
but other piling concepts might be more appropriate for some cases. 

ERTEC was funded to investigate the possibility of using alternative 
piling systems that could be used in calcareous soils. Conceptual sys- 
tems were developed on the basis of the current understanding of the 
pile behavior in calcareous sands. Because the behavior of piles in 
calcareous sands is complex and the understanding meager, it was neces— 
sary to postulate various behavioral aspects on the basis of engineering 
understanding and judgment. Attempts were made to extend beyond the 
state-of-the-art, thus, some of the developed systems involve substantial 
risks and require development work in order to prove their viability. 

In developing the improved piling systems for calcareous sediment 
applications, the following principles were considered: 


1. Recognized the various special behavioral aspects of piles in 
calcareous soils based on our knowledge. 


2. Postulated the mechanisms behind these aspects in accordance 
with good engineering judgment and assumptions if the knowledge 
was nonexistent. 
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Improved various behavioral aspects that yield low load carrying 
capacity, and maintained or enhanced various behavioral aspects 
that yield relatively high load carrying capacity similar to 
those in comparable terrigenous soils. 


Developed practical systems that were practical, achievable and 
involved minimal risk and development. 


Applied feasible, proven techniques, that were successful else- 
where. 


Installing and loading piles in calcareous sediments will introduce 
varying degrees of grain crushing and volumetric contractions near the 


pile. 


The extent of grain crushing and volumetric contraction depends 


on the piling system, installation method, characteristics of calcareous 
sediments, state of stress, loading characteristics, and other factors. 


After examining the key behavioral aspects, it was clear that any improved 


piling system must incorporate one or a combination of the following 
features: 


Ik 


Zc 
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Must increase the effective lateral stress on pile shaft. 


Must force the pile to transfer load to the zone of soils where 
degradation due to grain crushing is minimal. 


Should have an enlarged base area. 


Should eliminate or reduce the effect of grain crushing and 
associated volumetric contraction as well as soil arching. 


Should increase contact area between pile and sediments. 


Numerous variations of piling systems exist that can incorporate 
one or a combination of the above features. Most of the conventional 
piling systems (except driven piles) do incorporate some of these fea- 


tures. 


These features are costly and are out of the scope of this con- 


ceptual development work. 
The following improved piling systems were conceptually developed 
following the approaches and principles described in previous sections: 


Backfilled piles (BP) 

Vibratory installed backfilled piles (VBP) 
Pressurized piles (PP) 

Backfilled and pressurized piles (BPP) 
Piles with enlarged tips (PET) 

Modified drilled and grouted piles (MDGP) 
Keyed-in piles (KIP) 

Drilled and screwed piles (DSP) 

Other potential piling systems 
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These concepts are different from conventional piling systems to a 
varying extent and were evaluated on the basis of the limited under- 
standing presently possessed, various postulations regarding calcareous 
soil-pile interaction, and engineering judgment. These concepts and 
their effectiveness of improving load carrying capacity in calcareous 
sediments still need to be proven. In addition, most of the procedures 
and equipment required for deploying these "improved" piling systems 
need further development. Some ot the piling systems are presented with 
various alternates depending on site conditions and applications. 


Backfilled Piles (BP) 


As shown in Figures 24 through 26, this system installs the pile in 
an oversized hole and then backfills the annulus between the pile and 
the hole with granular material. The granular material can be densified 
by internal underwater vibrators or by vibration force provided from the 
pile top or by other means. This procedure is very similar to the 
drilled and grouted piles except granular material is used instead of 
grout. 

Using granular material as backfill offers the following advantages: 


1. Increases the effective lateral stress on the pile shaft, thus, 
increasing the skin friction resistance. 


2. Eliminates grain crushing and soil arching effect in the cal- 
careous sands. 


3. Fills the cavities with granular material. 
4. Eliminates the need for grout. 


The major disadvantages are: (1) Granular material must be quarried 
and placed underwater, and (2) drilling equipment must be used to drill 
the oversized hole. There are several alternates that are capable of 
drilling an oversized hole. They are described as follows: 


Alternate A — Conventional Drilling. This alternate is shown in 


Figure 24. The oversized hole can be drilled by conventional drilling 
techniques. For noncemented or lightly cemented calcareous soils, dril- 
ling mud may be required to stabilize the drill hole. Im this case, a 
granular material, such as sand slurry, can be pumped in under pressure 
to force out the drilling mud. 

Further research and development work is necessary for this alter- 
nate. This includes determining: 


e The types of granular materials suitable for use as backfill. 


e The extent of mud contamination and its effect on the granular 
backfill and pile capacity. 


e Procedures and equipment needed to place and compact the granular 
material. 
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e The best size of the backfilled annulus to minimize the effects 
of soil arching on the lateral stress. 


e The pile behavior under static and cyclic loadings. 


From a construction viewpoint this system is applicable with cemented 
or solidified calcareous sediments, where the drilled hole will stay 
open without using drilling mud. Installing piles under these conditions 
would be relatively simple and straightforward. 


Alternate B - Cased Drill Hole Using a Withdrawal Tube. Contamina- 
tion by drilling mud can reduce the load carrying capacity significantly. 


To avoid this complication, an alternative, which eliminates the need 
for drilling mud, is needed. This alternate (Figure 25) involves at- 
taching a drill bit to the tip of a withdrawable tube slightly smaller 
than the oversized drilled hole. The drill bit and tube are advanced 
until the correct depth is reached. The drill bit is then withdrawn 
while holding the tube stationary followed by inserting the pile using a 
centralizer. Granular material is placed (or pumped in) into the annulus 
between the pile and the wall of the oversized hole. The tube is slowly 
withdrawn during backfilling and used to compact the granular material 
at regular intervals. Installation is completed when the tube is fully 
withdrawn. 


Alternate C —- Driving a Withdrawal Tube With an Expendable End Plate. 
This alternate is similar to Alternate B except the oversized hole is 


created by driving a withdrawal tube with an expendable end plate attach- 
ment (Figure 26). After the tube is driven to the correct depth the 
pile is inserted. Backfilling and compacting are done by following the 
same procedures as those described for Alternate B. 

The development work required for Alternates B and C are similar to 
those described for Alternate A except for the problem of contamination. 


Vibratory-Installed Backfilled Piles (VBP) 


This system can also be used to avoid using drilling mud in nonce- 
mented and lightly cemented calcareous sediments. As shown in Figure 27, 
this system installs of an inverted and slightly tapered pile using vi- 
bratory hammers. The gap between the tapered piles and hole created by 
the pile tip can be filled with granular material from a supply reservoir 
or pumping in granular (sand) slurry. Vibratory hammers are used to 
drive the piles and compact the backfill materials at the same time. 

Again, the procedures and equipment to install this system require 
further development. However, the effort is expected to be minimal. 
Further development work as described for the BP system (except for the 
drilling mud problem) is also needed. 


Pressurized Piles (PP) 
This system uses artificial imposition of a high lateral stresses 


on the pile shaft. This can be done in several ways. One method would 
be to use split-designed piles that can be expanded through hydraulic or 
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mechanical systems. Explosives can also be used to force the pile shaft 
to expand outward and key into the sediments and cavities. Another method 
would be to design the pile with weak segments that are expanded by exces- 
sive drilling forces. 


Alternate A. For this system, the structural integrity of piles 
during installation, pressurization, and loading has to be carefully 
considered in the design. 

The above PP alternates are unconventional. Development work is 
needed in pile design, installation procedures, and confirmation of their 
load carrying capacity. The first alternate involves installing an ex- 
pandable pile consisting of two overlapping half sections as shown in 
Figure 28. The pile could be installed by using either impact hammers 
or drilling and inserting. Hydraulic pressure or mechanical systems can 
be used to force the pile to expand outward. There are a number of sys- 
tems that can be designed for this purpose. The criteria for selecting 
the correct system should be based on cost and complexity of the applica- 
tions. Two sample mechanical systems are shown in Figure 28; one system 
expands the pile by applying a vertical downward force and the second 
system by applying a torsional force. 


Alternate B. The second alternate (Figure 29) involves using explo- 
sive charges at regular intervals and locations where cavities are adja- 
cent to the pile shaft. A regular, tubular steel pile (either open-ended 
or close-ended) can be used. After the pile is installed, the explosive 
is detonated. (A special pile cap may be required to maximize the 
blasting effect.) Exploding the pile will expand the wall and cause it 
to fill the voids or cavities. This system will increase the lateral 
pressure on the pile shaft as well as create spurring contacts with the 
cavity walls when the pile is subjected to axial compression or uplift 
(i.e., increase the skin friction resistance). 


Alternate C. This alternate involves installing specially designed 
and fabricated, open-ended piles that have segments of weak sections (by 
slotting the piles or using thinner wall thickness) as shown in Figure 30. 
The piles can be installed by impact hammers or drilling and inserting 
procedures. If impact hammers are used, it is important to ensure that 
the impact energy is strong to install the pile to the proper depth, but 
will not damage the weaker segments (section) of the pile. After the 
pile has been installed, a higher impact energy is used to buckle the 
weaker segments and force them to fill any voids or cavities. 


Backfilled and Pressurized Piles (BPP) 
This system combines the backfilling procedures discussed above 
with the pressurized pile technique. The oversize hole would be drilled 


and backfilled. The expandable pile would then expand against the newly 
placed backfill. 
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Piles With Enlarged Tips (PET) 


This system is similar to the belled piles used in the industry to 
achieve an increased end-bearing resistance or uplift capacity. However, 
belled piles for nearshore and offshore applications are very costly and 
time consuming. The PET developed for this study basically follows the 
proven techniques used on land. Two alternates were developed and are 
described. 


Alternate A - Piles Installed With a Withdrawable Tube. Figure 31 
is a conceptual drawing of this system. This system is very similar to 
the Franki piles, the Alpha piles or the pedestal piles (Tomlinson, 1977). 
To use this system: 


e Lower the tube to the sediment surface. 


e Drive the tube down to the correct depth by using an internal 
drop hammer. 


e Hold the tube stationary and pour in gravel or concrete cement 
to form a plug at the bottom of the tube. 


e Use the hammer on the plug to form a bulb (expanded) end. 
e Use the hammer to drive the pile into the bulb end. 


e Use the hammer to compress the concrete, grout, or granular back- 
fill while removing the tube. 


The pile is installed when the tube and hammer are removed. This system 
can be easily installed in most calcareous sands except in highly solid- 
ified calcareous rock (such as limestone). Since similar systems have 
been successfully used elsewhere, it is anticipated that this system can 
be readily used for calcareous application with a minimal amount of 
development work. The development work should concentrate on under- 
standing the pile-sediment mechanisms and the verification of load 
carrying capacity increase. 


Alternate B - Modified Belled-Piles (MBP). This system differs 
from the conventional belled piles (Figure 32). A regular open-ended 


steel pile can be used with this system. To install a pile: 


e Use an impact or vibratory hammer to drive the pile to the cor- 
rect depth. 


e Insert an internal expandable drill bit and underream a belled 
end. 


e Remove the drill bit. 


e Pour concrete or grout, through the pile, into the belled end. 
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e Use a hammer (or another means) to force the end of pile into 
the concrete or grout. 


e Pour in more concrete or grout to complete the pile installation. 


The equipment used to remove the internal plug and to form a belled end 
is available and can be easily adapted for this system. 


Modified Drilled and Grouted Piles (MDGP) 


As shown in Figure 33, this system is a slightly modified version 
of the conventional drilled and grouted piles. The pile wall in this 
system is perforated and an oversized drill bit is attached at the tip 
of the pile. The pile and drill bit are moved forward at the same time 
to the correct depth. (No drilling mud is used, thus avoiding mud con- 
tamination.) The drill bit is removed and grout from inside the pile is 
forced out through the holes to fill the annulus. On some occasions the 
hole could collapse during drilling and prevent the pile being inserted. 
If this happens either a vibratory or impact force may have to be used 
to insert the piles. 


Keyed-in Piles (KIP) 


As shown in Figure 34, this system uses a specially designed pile 
with a mechanical keying-in system equipped with lateral extension 
branches that are pushed out through the piles and into the surrounding 
sediment after the pile has been driven or installed by vibratory hammers. 
Either hydraulic or mechanical systems can be used to push out the ex- 
tension branches. Axial loading will force the extended branches to 
form a different and more complicated failure pattern in the soil than 
the conventional piles. Additional load carrying capacity in either 
axial compression or pullout is expected for this system. 

More development work is needed before this system can be used. 
Several aspects require further evaluation; they include, but are not 
limited to, the following items: 


e Understand the failure mechanism governing the load carrying 
capacity of this piling system in a variety of calcareous 
sediments. 


e Determine what effects the keying-in system will have on the 
axial behavior of this system. 


e Design and implementation of keying-in and pushing-in systems. 
Drilled and Screwed Piles (DSP) 

This system is very similar to the Fundex piles used in Europe 
(Tomlinson, 1977). This system (Figure 35) uses an expandable helically- 
screwed drill point held by a bayonet joint at the lower end of a tube. 


The tube is rotated by a hydraulic motor or rotary table at the same 
time it is forced down by hydraulic rams. After reaching the correct 
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depth, the pile is inserted and either grout, granular material, or con- 
crete is poured into the annulus. The tube is then withdrawn. While 
withdrawing, the tube can also be used to compact the backfill material. 
The techniques and equipment for this system have been deployed 

elsewhere. It is expected that the effort required to develop necessary 
installation equipment and techniques for this system will be minimal. 
However, the extent of improvement in its load carrying capacity require 
further evaluation and confirmation. 


DISCUSSION 
General Pile Behavior 


The general behavior of piles in calcareous sands can be hypothesized 
based on observations and engineering judgment. The driving energy in- 
creased with increased cementation (Figure 14). Figure 36 is a plot of 
the slopes of the curves from Figure 14. These six curves were combined 
into two groups - a high and low void ratio. From Figure 36, the high 
void ratio curve shows that as the silica content for a composition in- 
creases, so did the energy required to drive the pile, indicating linear- 
ity. The low void ratio curve did not indicate this with the amount of 
data available. For the low void ratio, the driving energy did not in- 
crease until the material composition was close to 100% silica sand. 

This implies that the behavior of calcareous and silica sand compositions 
is influenced by the presence of calcareous sand. 

More data will be needed to verify the behavior influence that cal- 
careous sand plays in calcareous and silica sand compositions. Applying 
some fundamental characteristics of shear strength in sand soils may 
provide a preliminary explanation as to why calcareous sand can control 
the behavior. From soil mechanics, we know that for strong particles in 
an initially loose array that the array becomes denser during shear (Peck 
et al., 1974). This occurs because during the application of shear the 
particles move and assume a tighter array. If the array is tight, the 
particles' grain-to-grain contact force will increase to a point where 
grain overriding begins. At this point the array will experience volume 
expansion provided the grains are strong and do not crush. The soil 
mobilizes greater strength through grain overriding than by densification. 

In compositions of silica and calcareous sand, strong particles 
(silica sand) and weak particles (calcareous sand) are blended together. 
During pile driving, the shearing strength of the composition is mobi- 
lized to resist the pile. For the dense compositions, the grain over- 
riding, which normally occurs for mobilizing the strength, may not occur 
due to the presence of the weaker grains. Where the strong silica sand 
grains can support high contact pressures and transfer excessive pres-— 
sures to neighboring grains, this redundant loading array system breaks 
down when the weak calcareous grains crush and leave a void and no 
transfer of shear strength. With insufficient silica grain available to 
provide an adequate transfer system, the composition behaves like a cal- 
careous sand. 
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Frictional Behavior 


Despite the fact that calcareous sands are composed of crushable 
grains and have higher overall void ratios than noncalcareous sands, at 
comparable state of compaction they exhibit considerably higher friction 
angles (about 10 degrees higher) both in loose and dense conditions. 
This result can be generalized to the fact that the friction angles of 
calcareous sands are significantly higher than the values of most non- 
calcareous terrestrial sands. The high values for loose sand are par- 
ticularly surprising. Other information (Datta et al., 1979 and 1980; 
Beringen et al., 1982) confirms this result. 

High friction angles are often associated with dilational behavior 
(volume increase during shear), but the high friction angles of the cal- 
careous soils tested were not due to dilational behavior during shearing. 
In loose state, both soils (Guam and Florida calcareous sands) exhibited 
volume decrease, yet they had friction angles in the range of 44 to 
46 degrees. Surface roughness at grain contact points, and the rein- 
forcing effects of elongated and/or flat particles in the soil matrix 
might be factors contributing to high frictional resistance of calcar- 
eous sands. 

The variety of friction angles of calcareous soils from loose to 
dense condition is surprisingly narrow. For both soils tested, the in- 
crease in friction angle form loose to dense condition was only 3 to 
4 degrees. 

Some particle crushing occurred during shearing of these calcareous 
sands in the triaxial compression tests. When tests were made on crushed 
soil, further crushing during shear was reduced. 

Grain crushing also seemed to play a role in decreasing the friction 
angle of calcareous sands observed with increases in confining pressure. 
The reduction in friction angle (2 to 4 degrees) appeared to be the 
result of this phenomenon, and is more intense at higher confining pres- 
sures (Datta et al., 1979 and 1980). Even partially crushed soil showed 
some reduction in the angle of internal friction when tested under high 
confining pressures. 

Although particle crushing that occurs during shearing caused some 
reduction in frictional resistance, it cannot be concluded that individ- 
ual crushed particles have lower frictional resistance. Tests on delib- 
erately crushed and recompacted calcareous sands indicated that the 
crushed soil was not weaker than the natural soil. This is probably 
because of two compensating factors: (1) a tendency for soil strength 
to decrease because at a given void ratio the net interparticle void 
space in the crushed sand is higher than in natural soil; and (2) a 
tendency for soil strength to increase because partially crushed soil 
grains will break up less during shearing. 

The results of the isotropic compression tests indicated that the 
calcareous sands tested were more compressible than the noncalcareous 
sand (Figure 21). This could be due to the presence of intraparticle 
voids, and crushing of highly irregular particles. 

The results of the soil-steel friction tests are presented in 
Table 6. These data indicate that for the calcareous sands, the soil- 
steel friction angle appears to be independent of soil density, and 
seemed to increase slightly after being crushed. For the Ottawa sand, 
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the friction angle also seemed independent of soil density. No tests 
were done on the crushed silica sand. This result is in agreement with 
the work done by Beringen, et al. (1982). 

The contribution of skin resistance developed on the surface of a 
pile to total pile capacity was given in Equation (1) as f A_, where f 
is the unit skin friction and A_ is the side surface area of the pile in 
contact with the soil. As shown in Figure 37, f can be expressed as: 
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effective lateral stress acting on the pile surface 


n 

ou = effective vertical stress (overburden pressure) 
K = coefficient of lateral earth pressure 

) = soil-pile friction angle 


The results of these tests demonstrated that calcareous soils have 
very high friction angles. They also have soil-steel friction angles 
that are higher and are comparable to silica sands. Furthermore, grain 
crushing caused by pile driving does not reduce the soil-steel friction 
angle. It seems, therefore, that the reason for the low capacities of 
piles in calcareous soils might be the low effective lateral stress, o', 
acting perpendicular to the pile surface. e 

It is hypothesized that when a pile is driven into a noncalcareous 
sand, pile vibration helps densify the sand around the pile which in- 
creases lateral pressure on the pile. In calcareous soils, the soil 
matrix does not densify around the pile under vibration, and the earth 
pressure coefficient, K, is small. Consequently, the developed skin 
resistance is much lower than expected. Soil cementation may further 
influence the soil-pile interaction (Agarwal et al., 1977). Laboratory 
model pile tests and full-scale field tests can help clarify the in- 
fluence of lateral pressure and soil cementation on the behavior of piles 
in calcareous sands. 


Crushability During Pile Driving 


A study was conducted to investigate the relationship of grain 
crushing to pile-soil driving friction as a function of cementation, 
density, and carbonate content of a soil. The results clearly indicate 
that the behavior of piles in calcareous sand is complex. The results 
establish certain definitive behavior patterns with respect to crush- 
ability, degree of cementation, density, driving resistance, and pullout 
resistance. It is clear that the frictional characteristics of a pile 
in calcareous sand depend on the interrelated effects of these items and 
none of these items alone can adequately explain the behavior. 

The frictional characteristics of a pile in calcareous sands are 
functions of the friction parameter between the pile and soil, and the 
lateral soil stress on the pile. As discussed earlier, grain crushing 
might reduce the coefficient of friction between the soil and pile 
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(Noorany, 1982a). But this reduction alone cannot fully explain the 
extremely low pullout resistance values of piles in calcareous sand. It 
is reasonable to postulate that grain crushing also reduces the lateral 
soil stress on the piles. However, no reasonable design methodology can 
be established without well-documented, realistic pile-load test data 
(laboratory and field data). These data should include measurements of 
axial shear transfer and lateral stress at or near the pile wall. The 
results of the studies thus far are not sufficient to develop a pile 
design method. The results do indicate that crushing takes place near 
the pile wall and has an adverse affect on frictional resistance. The 
results also clearly indicate that driving resistance is a poor indicator 
of load capacity. It should be recalled that this (blow count criteria) 
had been the state-of-the-art design procedure used for the Diego Garcia 
pLern. 

It is apparent that friction capacity of hammer-driven piles in 
cemented calcareous sands is poor. In order to achieve adequate capacity 
pile loads will have to be either transferred to the pile tip or trans- 
ferred by friction, probably by using a pile installation method that 
can develop friction capacity. 


Alternate Pile Concepts 


The conceptual piling systems are different from conventional piling 
systems to varying extents. These systems and their effectiveness in 
improving load carrying capacity in calcareous sediments still need to 
be verified. In addition, most of the procedures and equipment required 
for deploying these "improved" piling systems need further development. 

After further development and confirmation tests (either in the 
laboratory by centrifuge tests or in the field), some of these developed 
systems may be more applicable to certain types of calcareous sediments 
than others. It is anticipated that various systems might work well in 
certain calcareous sediments but not well in others. The ultimate goal 
is to achieve the ideal scenario that the pile makeup will consist of 
various standardized segments and features arranged to maximize its load 
carrying capacity in any specific type of calcareous sediments. 

These systems have not been evaluated for the Navy's missions and 
capabilities. Some of the systems might be discarded for operational 
reasons. Certainly the complexities of installing these piling systems 
make the simplicity of hammer-driven pipe piles attractive. 


CONCLUSIONS 


In general the state of knowledge of the engineering behavior of 
calcareous sediments is meager and the understanding of pile behavior in 
calcareous sediments is even less. However, improvements are being made. 
The work reported herein adds to the knowledge on frictional behavior, 
the processes occurring near driven piles, and the frictional resistance 
of driven piles in calcareous sands. 

The complexity of the depositional process, grain-structure arrange- 
ments, discontinuities, and post-depositional alterations dictate that a 
significant spatial variation in composition and behavior of calcareous 
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sediments can exist within a very small distance. The most significant 
parameters affecting the behavior of calcareous soils seem to include 
(1) carbonate content, (2) grain crushability and associated volumetric 
changes, (3) degree of cementation, (4) index properties, and (5) geo- 
logic process. Several relevant behavior aspects of calcareous soils 
are summarized as follows: 


e Soil is softer and more compressible after grain crushing and 
volumetric change induced by confining or shearing stresses. 


e Friction angles decrease with increasing confining pressure. 


e Friction angles are higher than or similar to the values for 
terrigenous soils, before being crushed. 


Long, open-ended, steel-pipe piles are used for nearshore and off- 
shore applications. Installation techniques include: (1) driving by 
impact hammer, (2) drilling and grouting, and (3) driving by vibratory 
hammers. A review of the state-of-the-art and the alternate pile sys- 
tems suggests that the open-ended, pipe piles is still a popular solu- 
tion to foundation problems in calcareous soils. 

Present design methods rely heavily on either empirical approaches 
or expensive field pile load tests. Further work and a better under- 
standing of pile-sediment interaction mechanism of piles in a calcareous 
sediment is necessary to develop improved design methods. 


FINDINGS 


1. Calcareous sands exhibit higher friction angles than silica sands. 


2. The high friction angles of calcareous sands are not the result of a 
dilatent behavior. 


3. The friction angles of calcareous sands decrease with increasing 
confining stress. 


4. The friction angles of calcareous sands and the angles between cal- 
careous sand and steel are not changed by grain crushing. 


5. The friction angles between calcareous sands and steel are comparable 
to silica sand and steel. 


6. Calcareous sands are more compressible than silica sands. 


RECOMMENDATIONS 


1. Continued laboratory work is needed for developing a rational design 
methodology for installing piles in calcareous sands using the large 

drum described above. The work needs to determine contributions to total 
pile resistance from end bearing and side friction and the shear transfer 
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mechanism for input to the new design methodology. An additional portion 
of the work should include obtaining cone penetrometer data for correla- 
tion with static pile load capacity. Analysis of the cone data may lead 
to improved in-situ soil survey methods for calcareous sand deposits. 

The end product of this work should be a predictive methodology for 
driven piles in calcareous sand in the form of guidelines and formulas 
based on in-situ soil survey data of specific sites. 


2. Scaled up tests using centrifuge testing is recommended to initiate 
validation of the new design methodology and to evaluate conceptual 
alternative pile systems. This method of testing avoids similitude 
problems associated with testing small size models under earth's gravity, 
i.e., the stress and strain in the centrifuge model are identical to 
those in the prototype. Since soil has stress-dependent behavior and 
the ratio of body forces to gravity forces has a significant influence 
on both the mechanism and magnitude of failure stress, a centrifuge test 
program will be a good interim step from the laboratory to the expensive 
full scale testing. Results of this program will: (1) improve the con- 
fidence level of the new design methodology, (2) provide information for 
designing a more effective pile load test program, and (3) reduce the 
cost of the full scale pile load test program. 


3. A full scale pile load test program is recommended to complete vali- 
dation and provide the specifications and guidelines. This program may 
require two sites depending on the centrifuge test results to confirm 
valid design methodologies: a non-cemented calcareous sand deposit 
without voids, and a weakly cemented deposits with large voids filled 
with loose calcareous sediments. 
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Table 4. Summary of NCEL Test Program and Results 


MOMSETEC Total Energy | Total Energy 
Mode of 5 Content 5 A 
Type of In-Place Cementation SW oltearsand for 12=in- for 14-in. 
Sand Model (Z) Penetration Penetration 


Sand Placement (£t-1b) (£t-1b) 


Calcareous void ratio 102 
Calcareous void ratio . 112 
Calcareous void ratio O 190 
Calcareous void ratio 322 
Calcareous void ratio 728 
Calcareous void ratio 1,120 
Calcareous void ratio 2,020 
Calcareous void ratio 1,448 
Calcareous void ratio 1,560 
Calcareous Low void ratio 2,140 
Calcareous Low void ratio 1,620 
Calcareous Low void ratio 2,700 
Calcareous Low void ratio 5,140 
Calcareous Low void ratio 6,760 


OrRNrF~™M~OWOF NM 


178 
578 
435 
970 


Silica High void ratio 
Silica High void ratio 
Silica High void ratio 
Silica High void ratio 
Silica High void ratio 
Silica High void ratio 
Silica High void ratio 
Silica Low void ratio 
Silica Low void ratio 
Silica Low void ratio 
Silica Low void ratio 
Silica Low void ratio 
Silica Low void ratio 
Silica Low void ratio 


a 
NrF~No~O 
wo 


St 


orNrH~™~OO fF 
NS 


Calcareous/Silica | High void ratio 
Calcareous/Silica | High void ratio 
Calcareous/Silica | High void ratio 
Calcareous/Silica | Low void ratio 
Calcareous/Silica | Low void ratio 
Calcareous/Silica | Low void ratio 


Wm oWiT © 


“Volume voids:volume solids 
Ppata for 8-inch penetration only. Box began separating at this point. 


c . . . - . 
Sample not mixed or tested because cement level solidified composition. 
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Table 5. Measured Internal Friction Angles 
for Calcareous and Ottawa Sands 


Range of Range of 
Confining Friction 
Stress Angle 
(kg/cm?) (deg) 


Soil Type 


Loose Calcareous Sand 43 to 46 
Dense Calcareous Sand 45 to 49 


Loose, Crushed Calcareous 42 to 46 
Sand 


Dense, Crushed Calcareous 5 45 to 48 
Sand 


Loose Calcareous Sand 43 to 44 


Medium Dense Calcareous 43 to 45 
Sand 


Dense Calcareous Sand A3\ e@) “7/ 


Medium Dense, Crushed 44.5 
Calcareous Sand 


Dense Crushed Calcareous 46 to 49 
Sand 


Loose Ottawa Sand 


Dense Ottawa Sand 


Table 6. Soil-Steel Friction Angles for 
Ottawa, and Calcareous Sands 


Soil-Steel 
Soil Condition Friction Angle 
(deg) 


Ottawa Loose 
Dense 


Guam Loose 
Dense 

Loose crushed 

Dense crushed 


Florida Loose 
Dense 

Loose crushed 

Dense crushed 
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O Lake and Simons (1969) 
© Angemeer, et al (1973) 
From Hobbs (1977) 


160 @ Lord (1976) 


& Hobbs and Robins (1976) 
+ Meigh (1971) 

X Hodges (1975) 

@ Hobbs (1977) 

@ Palmer (1976) 
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20 


0) 20 40 60 80 100 
SPT, N (Values) 


Weak Chalk | Strong Chalk 


Range of N values observed in 
cemented calcareous sands 


Figure 1. Relation between unit end bearing capacity and standard 
penetration resistance in chalk (after Datta et al., 1980). 
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Figure 2. Equipment used in calcareous sediment behavior study. 
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Figure 5. X-ray of the grid, lead shot pellets and model pile. 
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4 O 0% cement 
QJ 1/2% cement 
O 1% cement 


0 2% cement 


~ Horizontal Movement (in.) 


(0) 1 2 3 4 


Distance From Edge of Pile (in.) 


(a) Loose Calcareous Sand 


Figure 15. Horizontal soil displacements after pile driving in cal- 
careous and silica sands. 
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> Horizontal Movement (in.) 
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Qa > © 


0 1 2 3 


Distance From Edge of Pile (in.) 


(b) Loose Silica Sand 


Figure 15. Continued. 
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> Horizontal Movement (in.) 


0% cement 
1/2% cement 


1% cement 


(©) [B) [© 


2% cement 


1 2 3 4 


Distance From Edge of Pile (in.) 


(c) Dense Calcareous Sand 


Figure 15. Continued. 
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> Horizontal Movement (in.) 


O 0% cement 
QZ 1/2% cement 
O 1% cement 


@) 2% cement 


2 


Distance From Edge of Pile (in.) 


(d) Dense Silica Sand 


Figure 15. Continued. 
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(a) Loose Calcareous Sand 


Figure 16. Vertical soil displacement after pile driving in calcareous 
and silica sand. 
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D Vertical Movement (in.) 
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(b) Loose Silica Sand 


Figure 16. Continued. 
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DL Vertical Movement (in.) 
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A 1/2% cement 
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(c) Dense Calcareous Sand 


Figure 16. Continued. 
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Figure 16. 
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Figure 17. Grain size distribution curves for crushed and natural cal- 
careous sand from Guam. 
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Grain size distribution curves for crushed and natural cal- 


careous sand from Florida. 


Figure 18. 
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Figure 19. 


64 


” 
O 
> > 
z= Ea 
a eS 
© = 
33 c 
a oe 
(= o 
| 21-8 
” . 
| ~o 
_~ 
ae 
= 
o 
c 
= 
” 
ao 
Sy 
a nn 
= 
E o 
— 
CO =! & 
wm —_ 
o ”n 
| 8 
oO —_— 
rs ase) 
S x< 
3 ! 
an © 
= 
-|> = 
7) o 
Cc = 
= e) 
| OD 
al an ee 
S|) val 
oO | 
Si & HEEo 
Colo 
SS 
” 2) 
ud o 
=! = 
[oe) 
a wo 
2 nN BORER EDSESEEEERE 
IL en st fmm | ca) ie a se Yc ce | |] 


So 
fe) 


G3SSVd LN3DNAd 


GRAIN SIZE IN MILLIMETERS 


Grain size distribution curves of calcareous sand before 


and after triaxial compression test. 


Figure 20. 
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Figure 21. Stress-strain diagram for isotropic compression of silica 
and calcareous sands. 
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Figure 22. Diagram showing pile load test on the calcareous and silica 
sand. 
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Figure 23. Maximum pullout resistance versus pile driving resistance. 
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Figure 24. Conceptual drawing of a backfilled pile - Alternate A. 
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Conceptual drawing of a backfilled pile - Alternate B. 


Figure 25. 
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Figure 26. Conceptual drawing of a backfilled pile - Alternate C. 
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Figure 27. Conceptual drawing of vibratory-installed backfilled piles. 
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Figure 28. Conceptual drawing of a pressurized pile - Alternate A. 
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Figure 29. Conceptual drawing of a pressurized pile - Alternate B. 
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Figure 30. Conceptual drawing of a pressurized pile - Alternate C. 
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Figure 31. Conceptual drawing of pile with enlarged tip - Alternate A. 
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Conceptual drawing of pile with enlarged tip - Alternate B. 


Figure 32. 
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Conceptual drawing of modified drilled-and-grouted pile. 


Figure 33. 
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Figure 34. Conceptual drawing of keyed-in pile. 
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Figure 35. Conceptual drawing of drilled and screwed pile. 
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Figure 36. Comparison of high and low void ratio with change of silica 
content. 
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Figure 37. Stress condition on pile surface. 


82 


DISTRIBUTION LIST 


AFB Hq Space Com/Deeq (P. Montoya) Peterson AFB, CO 

AF HQ LEEH (J Stanton) Washington, DC; PREES Washington DC ; Traffic Mgmnt Cargo Br (LTC S. 
Rohrbough) Washington,DC 

AFB AF Tech Office (Mgt & Ops), Tyndall, FL; AFESC/TST, Tyndall FL; AUL/LSE 63-465, Maxwell AL; 
Elec Sys Div, Code OCRS (LTC M. Traister) Hanscom, MA; HQ MAC/DEEE, Scott, Il; SAMSO/MNND, 
Norton AFB CA; Scol of Engrng (AFIT/DET); Stinfo Library, Offutt NE 

AFESC DEB, Tyndall, FL 

NATL ACADEMY OF ENG. Alexandria, VA 

ARCTICSUBLAB Code 54, San Diego, CA 

ARMY ARRADCOM, Dover, NJ; BMDSC-RE (H. McClellan) Huntsville AL; DAEN-MPE-D Washington 
DC; ERADCOM Tech Supp Dir. (DELSD-L) Ft. Monmouth, NJ; HODA (DAEN-FEE-A); R&D 
Command DRDNA-UST) (J. Siegel) Natick, MA; Tech. Ref. Div., Fort Huachuca, AZ 

ARMY - CERL Library, Champaign IL; Spec Assist for MILCON, Champaign, IL 

ARMY COE Philadelphia Dist. (LIBRARY) Philadelphia, PA 

ARMY CORPS OF ENGINEERS MRD-Eng. Div., Omaha NE; Seattle Dist. Library, Seattle WA 

ARMY CRREL A. Kovacs, Hanover NH; Library, Hanover NH 

ARMY DARCOM Code DRCMM-CS Alexandria VA 

ARMY ENG DIV ED-CS (S.Bolin) Huntsville, AL; HNDED-CS, Huntsville AL; HNDED-FD, Huntsville, AL 

ARMY ENG WATERWAYS EXP STA Coastal Eng Rsrch Cntr, Vicksburg, MS; Library, Vicksburg MS 

ARMY ENGR DIST. Library, Portland OR 

ARMY ENVIRON. HYGIENE AGCY HSE-EW Water Qual Eng Div Aberdeen Prov Grnd MD 

ARMY LOGISTICS COMMAND Code ALC/ATCL-MS (Morrissett) Fort Lee, VA 

ARMY MAT SYS ANALYSIS ACT Code DRXSY-CM (M Ogorzalek) Aberdeen Proving Grnd MD 

ARMY MATERIALS & MECHANICS RESEARCH CENTER Dr. Lenoe, Watertown MA 

ARMY MISSILE R&D CMD SCI Info Cen (DOC) Redstone Arsenal, AL 

ARMY MTMC Trans Engr Agency MTT-CE, Newport News, VA 

ARMY TRANSPORTATION SCHOOL Code ATSPO CD-TE Fort Eustis, VA 

ARMY TRNG & DOCTRINE CMD Code ATCD-SL Fort Monroe, VA 

ARMY-DEPOT SYS COMMAND DRSDS-AI Chambersburg, PA 

ARMY-MERADCOM CFLO Engr Fort Belvoir VA; DRDME-MR (J. Sargent) Ft. Belvoir VA; DRDME-WC 
Ft Belvoir VA 

ADMINSUPU PWO, BAHRIAN 

ASST SECRETARY OF THE NAVY Spec. Assist Submarines, Washington DC 

BUREAU OF RECLAMATION Code 1512 (C. Selander) Denver CO 

CINCPAC Fac Engrng Div (J44) Makalapa, HI 

CNM Code 03462, Washington DC; Code 043 Washington DC; Code MAT-04, Washington, DC; MAT-0718, 
Washington, DC; NMAT - 044, Washington DC 

CNO Code NOP-964, Washington DC; Code OP 323, Washington DC; Code OP 424, Washington DC; Code OP 
414, Washington DC; Code OP 97 Washington DC; Code OP 987 Washington DC; Code OPNAV 09B24 
(H); Code OPNAV 22, Wash DC; Code OPNAV 23, Wash DC; OP987J, Washington, DC 

COMCBPAC Operations Off, Makalapa HI 

COMFAIRMED SCE, Code N55, Naples IT 

COMFLEACT, OKINAWA PWD - Engr Div, Sasebo, Japan; PWO, Sasebo, Japan; SCE, Yokosuka Japan 

COMNAVBEACHPHIBREFTRAGRU ONE San Diego CA 

COMNAVMARIANAS Code N4, Guam 

COMNAVSUPPFORANTARCTICA PWO Det Christchurch 

COMNAVSURFLANT Code N-4, Norfolk, VA 

COMOCEANSYSLANT PW-FAC MGMNT Off Norfolk, VA 

COMRNCF Nicholson, Tampa, FL 

COMSUBDEVGRUONE Operations Offr, San Diego, CA 

COMTRALANT SCE, Norfolk, VA 

COMUSNAVCENT N42, Pearl Harbor, HI 

NAVSURFPAC Code N-4, Coronado 

COMOPTEVFOR CMDR, Norfolk, VA; Code 705, San Diego, CA 

DEFENSE CIVIL PREPAREDNESS AGENCY Washington, DC 

DEFENSE INTELLIGENCE AGENCY DB-4C1 Washington DC 

DEFFUELSUPPCEN DFSC-OWE (Term Engrng) Alexandria, VA; DFSC-OWE, Alexandria VA 

DLSIE Army Logistics Mgt Center, Fort Lee, VA 

DNA STTL, Washington DC 

DOD Explosives Safety Board (Library), Washington DC 

DOE Div Ocean Energy Sys Cons/Solar Energy Wash DC 

DTIC Defense Technical Info Ctr/Alexandria, VA 


83 


DTNSRDC Anna Lab (Code 119) Annapolis MD; Anna Lab (Code 1568) Annapolis MD; Anna Lab (Code 
4120) Annapolis MD; Anna Lab, Code 4121 (R A Rivers) Annapolis, MD 

DTNSRDC Code 1706, Bethesda MD; Code 172 (M. Krenzke), Bethesda MD 

FLTCOMBATTRACENLANT PWO, Virginia Bch VA 

FMFLANT CEC Offr, Norfolk VA 

FMFPAC CG(FEO) Camp Smith, HI 

FOREST SERVICE Engr Staff Washington, DC 

GIDEP OIC, Corona, CA 

GSA Assist Comm Des & Cnst (FAIA) D R Dibner Washington, DC 

HCU ONE CO, Bishops Point, HI 

LIBRARY OF CONGRESS Washington, DC (Sciences & Tech Div) 

MARCORPS Code LME-1 (Riggs) Washington, DC 

MCB Ist For Serv Supp Gru (Engr Sup Ofcr) Camp Pendleton CA 

MARINE CORPS BASE Code 4.01 (Asst Chief Engr) Camp Pendleton, CA; M & R Division, Camp Lejeune 
NC: PWD - Maint. Control Div. Camp Butler, Kawasaki, Japan; PWO Camp Lejeune NC; PWO, Camp 
Pendleton CA; PWO, Camp S. D. Butler, Kawasaki Japan 

MARINE CORPS HQS Code LFF-2, Washington DC 

MCAS Facil. Engr. Div. Cherry Point NC; Code $4, Quantico VA; Facs Maint Dept - Operations Div, Cherry 
Point; PWD, Dir. Maint. Control Div., Iwakuni Japan; PWO, Yuma AZ 

MCDEC M&L Div (LTC R. Kerr) Quantico, VA; M&L Div Quantico VA; NSAP REP, Quantico VA 

MCLB B520, Barstow CA 

MCRD SCE, San Diego CA 

MILITARY SEALIFT COMMAND Washington DC 

NAF PWD - Engr Div, Atsugi, Japan; PWO, Atsugi Japan 

NALF OINC, San Diego, CA 

NARF Code 640, Pensacola FL; Equipment Engineering Division (Code 61000), Pensacola, FL 

NAS CO, Guantanamo Bay Cuba; Security Officer, Kingsville TX; Code 114, Alameda CA; Code 183 (Fac. 
Plan BR MGR); Code 187, Jacksonville FL; Code 18700, Brunswick ME; Code 70, Atlanta, Marietta GA; 
Dir of Engrng, PWD, Corpus Christi, TX; Lead. Chief. Petty Offr. PW/Self Help Div, Beeville TX; PW (J. 
Maguire), Corpus Christi TX; PWD - Engr Div Dir, Millington, TN; PWD - Engr Div, Oak Harbor, WA, 
PWD Maint. Div.. New Orleans, Belle Chasse LA; PWD, Code 1821H (Pfankuch) Miramar, SD CA; PWD, 
Willow Grove PA; PWO (Code 18.2), Bermuda; PWO Belle Chasse, LA; PWO Chase Field Beeville, TX; 
PWO Key West FL; PWO Lakehurst, NJ; PWO Patuxent River MD; PWO Sigonella Sicily; PWO Whiting 
Fld, Milton FL; PWO, Cecil Field FL; PWO, Dallas TX; PWO, Glenview IL; PWO, Kingsville TX; PWO, 
Miramar, San Diego CA; PWO, Oceana, Virginia Bch VA; PWO, So. Weymouth MA; SCE Norfolk, VA; 
SCE, Barbers Point HI; Security Offr, Alameda CA; Security Offr, Patuxent Riv. MD 

NATL BUREAU OF STANDARDS Kovacs, Washington, D.C.; R Chung Washington, DC 

NATL RESEARCH COUNCIL Naval Studies Board, Washington DC 

NAVACT PWO, London UK 

NAVAEROSPREGMEDCEN SCE, Pensacola FL 

NAVAIRDEVCEN Code 813, Warminster PA; PWD, Engr Div Mgr, Warminster, PA 

NAVAIRSYSCOM Code 41712A (Michols) Washington, DC 

NAVAUDSVCHO Director, Falls Church VA 

NAVCHAPGRU CO Williamsburg VA; Engineering Officer, Code 60 Williamsburg, VA; Operations Officer, 
Code 30 Williamsburg, VA 

NAVCOASTSYSCEN CO, Panama City FL; Code 423 Panama City, FL; Code 715 (J Quirk) Panama City, FL; 
Code 715 (J. Mittleman) Panama City, FL; Code 772 (C B Koesy) Panama City FL; Library Panama City, 
FL; PWO Panama City, FL 

NAVCOMMAREAMSTRSTA SCE Unit 1 Naples Italy; SCE, Wahiawa HI; Sec Offr, Wahiawa, HI 

NAVCOMMSTA Code 401 Nea Makri, Greece; PWD - Maint Control Div, Diego Garcia Is.; PWO, Exmouth, 
Australia 

NAVCONSTRACEN Code 00U15, Port Hueneme CA 

NAVEDTRAPRODEVCEN Technical Library, Pensacola, FL 

NAVEDUTRACEN Engr Dept (Code 42) Newport, RI 

NAVELEXSYSCOM Code PME 124-61, Washington, DC; PME 124-612, Wash DC 

NAVEODTECHCEN Code 605, Indian Head MD 

NAVEFAC PWO, Brawdy Wales UK; PWO, Centerville Bch, Ferndale CA; PWO, Point Sur, Big Sur CA 

NAVFACENGCOM Alexandria, VA; Code 03 Alexandria, VA; Code 03T (Essoglou) Alexandria, VA; Code 
04T4 (D. Potter) Alexandria, VA; Code 04T5, Alexandria, VA; Code 04A1 Alexandria, VA; Code 06, 
Alexandria VA; Code 09M54, Tech Lib, Alexandria, VA; Code 100, Alexandria, VA; Code 1002B (J. 
Leimanis) Alexandria, VA; Code 1113, Alexandria, VA 

NAVFACENGCOM - CHES DIV. Code 101 Wash, DC; Code 405 Wash, DC; Code 406 Washington DC; Code 
407 (D Scheesele) Washington, DC; Code FPO-1C Washington DC; FPO-1 Washington, DC; Code 11, 
Washington DC; Library, Washington, D.C. 

NAVFACENGCOM - LANT DIV. Code 1112, Norfolk, VA; Code 405 Civil Engr BR Norfolk VA; Eur. BR 
Deputy Dir, Naples Italy; Library, Norfolk, VA 


84 


NAVFACENGCOM - NORTH DIV. (Boretsky) Philadelphia, PA; CO; Code 04 Philadelphia, PA; Code 04AL, 
Philadelphia PA; Code 09P Philadelphia PA; Code 405 Philadelphia, PA; ROICC, Contracts, Crane IN 

NAVFACENGCOM - PAC DIV. (Kyi) Code 101, Pearl Harbor, HI; CODE 09P PEARL HARBOR HI: Code 
2011 Pearl Harbor, HI; Code 402, RDT&E, Pearl Harbor HI; Library, Pearl Harbor, HI 

NAVFACENGCOM - SOUTH DIV. Code 1112, Charleston, SC; Code 405 Charleston, SC: Code 406 
Charleston, SC; Code 411 Soil Mech & Paving BR Charleston, SC; Library, Charleston, SC 

NAVFACENGCOM - WEST DIV. Code 04B San Bruno, CA; Library, San Bruno, CA; O9P/20 San Bruno, 
CA; RDT&ELO San Bruno, CA 

NAVFACENGCOM CONTRACTS AROICC, Quantico, VA; Colts Neck, NJ; Contracts, AROICC, Lemoore 
CA; Dir. of Constr, Tupman, CA; Eng Div dir, Southwest Pac, Manila, PI; OICC, Southwest Pac, Manila, 
PI; OICC-ROICC, NAS Oceana, Virginia Beach, VA; OICC/ROICC, Balboa Panama Canal; OICC/ROICC, 
Norfolk, VA; ROICC AF Guam; ROICC Code 495 Portsmouth VA; ROICC Key West FL; ROICC, Diego 
Garcia Island; ROICC, Keflavik, Iceland; ROICC, NAS, Corpus Christi, TX; ROICC, Pacific, San Bruno 
CA; ROICC, Point Mugu, CA; ROICC-OICC-SPA, Norfolk, VA 

NAVFORCARIB Commander (N42), Puerto Rico 

NAVHOSP CO, Millington, TN 

NAVMAG PWD - Engr Div, Guam; SCE, Guam; SCE, Subic Bay, R.P.; Security Offr, Hawaii 

NAVOCEANO Library Bay St. Louis, MS 

NAVOCEANSYSCEN Code 09 (Talkington), San Diego, CA; Code 4473 Bayside Library, San Diego, CA; 
Code 4473B (Tech Lib) San Diego, CA; Code 5204 (J. Stachiw), San Diego, CA; Code 5214 (H. Wheeler), 
San Diego CA; Code 5221 (R.Jones) San Diego Ca; Code 5322 (Bachman) San Diego, CA; Hawaii Lab (R 
Yumori) Kailua, HI; Hi Lab Tech Lib Kailua HI 

NAVORDMISTESTFAC PWD - Engr Dir, White Sands, NM 

NAVORDSTA PWO, Louisville KY 

NAVORDSYSUPPC Code 32, Sec Mgr, San Diego, CA 

NAVPGSCOL C. Morers Monterey CA; Code 61WL (O. Wilson) Monterey CA; E. Thornton, Monterey CA; 
PWO Monterey CA 

NAVPHIBASE CO, ACB 2 Norfolk, VA; COMNAVBEACHGRU TWO Norfolk VA 

NAVFACENGCOM - LANT DIV. Code 401D, Norfolk, VA 

NAVPHIBASE Dir. Amphib. Warfare Brd Staff, Norfolk, VA; Harbor Clearance Unit Two, Little Creek, VA; 
PWO Norfolk, VA; SCE Coronado, SD,CA; UDT 21, Little Creek, VA 

NAVREGMEDCEN Code 29, Env. Health Serv, (Al Bryson) San Diego, CA; PWD - Engr Div, Camp 
Lejeune, NC; PWO, Camp Lejeune, NC; SCE; SCE San Diego, CA; SCE, Camp Pendleton CA; SCE, Guam 

NAVSCOLCECOFF C35 Port Hueneme, CA; CO, Code C44A Port Hueneme, CA 

NAVSCSOL PWO, Athens GA 

NAVSEASYSCOM Code 0325, Program Mgr, Washington, DC; Code PMS 395 A 3, Washington, DC; Code 
PMS 396.3311 (Rekas), Wash., DC; Code SEA OOC Washington, DC 

NAVSECGRUACT PWO Winter Harbor ME; PWO, Adak AK; PWO, Torri Sta, Okinawa 

NAVSECGRUCOM Code G43, Washington DC 

NAVSHIPREPFAC Library, Guam; SCE Subic Bay; SCE, Yokosuka Japan 

NAVSHIPYD Bremerton, WA (Carr Inlet Acoustic Range); Code 202.4, Long Beach CA; Code 202.5 
(Library) Puget Sound, Bremerton WA; Code 280, Mare Is., Vallejo, CA; Code 280.28 (Goodwin), Vallejo, 
CA; Code 400, Puget Sound; Code 440 Portsmouth NH; Code 440, Norfolk; Code 440, Puget Sound, 
Bremerton WA; Code 457 (Maint. Supr.) Mare Island, Vallejo CA; L.D. Vivian; Library, Portsmouth NH; 
PWD (Code 420) Dir Portsmouth, VA; PWD (Code 460) Portsmouth, VA; PWO Charleston Naval 
Shipyard, Charleston SC; PWO, Bremerton, WA; PWO, Mare Is.; Tech Library, Vallejo, CA 

NAVSTA CO Roosevelt Roads P.R. Puerto Rico; Code 16P, Keflavik, Iceland; Dir Engr Div, PWD, Mayport 
FL; Engr. Dir., Rota Spain; Long Beach, CA; PWD (LTJG.P.M. Motolenich), Puerto Rico; PWD - Engr 
Dept, Adak, AK; PWD - Engr Div, Midway Is.; PWO, Keflavik Iceland; PWO, Mayport FL; SCE, Guam, 
Marianas; SCE, Pearl Harbor HI; SCE, San Diego CA; SCE, Subic Bay, R.P.; Security Offr, San Francisco, 
CA 

NAVSUPPACT Engr. Div. (F. Mollica), Naples Italy; PWO Naples Italy 

NAVSUPPFAC PWD - Maint. Control Div, Thurmont, MD 

NAVSUPPO Security Offr, Sardinia 

NAVSURFWPNCEN PWO, Dahlgren VA 

NAVTECHTRACEN SCE, Pensacola FL 

NAVWARCOL Dir. of Facil., Newport RI 

NAVWPNCEN Cmdr, China Lake, CA; Code 2636 China Lake; PWO (Code 266) China Lake, CA; ROICC 
(Code 702), China Lake CA 

NAVWPNSTA Code 092, Colts Neck NJ; Code 092, Concord CA; Engrng Div, PWD Yorktown, VA 

NAVWPNSTA PW Office Yorktown, VA 

NAVWPNSTA PWD - Maint. Control Div., Concord, CA; PWD - Supr Gen Engr, Seal Beach, CA; PWO Colts 
Neck, NJ; PWO, Charleston, SC; PWO, Seal Beach CA 

NAVWPNSUPPCEN Code 09 Crane IN 

NCTC Const. Elec. School, Port Hueneme, CA 


85 


NCBC Code 10 Davisville, RI; Code 15, Port Hueneme CA; Code 155, Port Hueneme CA; Code 1552 (Brazele) 
Port Hueneme, CA; Code 155B (Nishimura) Port Hueneme, CA; Code 156, Port Hueneme, CA; Code 156F 
(Volpe) Port Hueneme, CA; Code 430 (PW Engrng) Gulfport, MS; Library, Davisville, RI; PWO (Code 80) 
Port Hueneme, CA; PWO, Gulfport, MS; Technical Library, Gulfport, MS 

NCBU 411 OIC, Norfolk VA 

NCR 20, Commander; 30, Guam, Commander; 30th Det, OIC, Diego Garcia I 

NMCB 3, SWC D. Wellington; 74, CO; FIVE, Operations Dept; Forty, CO; THREE, Operations Off. 

NOAA (Mr. Joseph Vadus) Rockville, MD; Library Rockville, MD 

NORDA Code 410 Bay St. Louis, MS; Code 440 (Ocean Rsch Off) Bay St. Louis MS 

NRL Code 5800 Washington, DC; Code 5843 (F. Rosenthal) Washington, DC; Code 8441 (R.A. Skop), 
Washington DC 

NSC Code 54.1 Norfolk, VA; SCE Norfolk, VA; SCE, Charleston, SC 

NSD SCE, Subic Bay, R.P. 

NTC OICC, CBU-401, Great Lakes IL; SCE, San Diego CA 

NUCLEAR REGULATORY COMMISSION T.C. Johnson, Washington, DC 

NUSC DET Code EA123 (R.S. Munn), New London CT; Code TA131 (G. De la Cruz), New London CT 

OFFICE SECRETARY OF DEFENSE ASD (MRA&L) Code CSS/CC Washington, DC 

ONR Central Regional Office, Boston, MA; Code 481, Bay St. Louis, MS; Code 485 (Silva) Arlington, VA; 
Code 700F Arlington VA 

PACMISRANFAC HI Area Bkg Sands, PWO Kekaha, Kauai, HI 

PERRY OCEAN ENG R. Pellen, Riviera Beach, FL 

PHIBCB 1 P&E, San Diego, CA; 1, CO San Diego, CA 

PMTC Code 3331 (S. Opatowsky) Point Mugu, CA; Code 4253-3, Point Mugu, CA; EOD Mobile Unit, Point 
Mugu, CA 

PWC ACE Office Norfolk, VA; CO, (Code 10), Oakland, CA; Code 10, Great Lakes, IL; Code 105 Oakland, 
CA: Code 105, Oakland, CA; Code 121.1, Oakland, CA; Code 128, Guam; Code 154 (Library), Great 
Lakes, IL; Code 200, Great Lakes IL; Code 400, Great Lakes, IL; Code 400, Pearl Harbor, HI; Code 400, 
San Diego, CA; Code 420, Great Lakes, IL; Code 420, Oakland, CA; Code 424, Norfolk, VA; Code 500 
Norfolk, VA; Code 500, Great Lakes, IL; Code 500, Oakland, CA; Code 700, San Diego, CA; Code 800, 
San Diego, CA; Library, Code 120C, San Diego, CA; Library, Guam; Library, Norfolk, VA; Library, Pearl 
Harbor, HI; Library, Pensacola, FL; Library, Subic Bay, R.P.; Library, Yokosuka JA; Maint. Control 
Dept. Oakland CA; Production Officer, Norfolk, VA 

SPCC PWO (Code 120) Mechanicsburg PA 

SUPANX PWO, Williamsburg VA 

TVA Solar Group, Arnold, Knoxville, TN 

CT ONE OIC, Norfolk, VA 

CT TWO OIC, Port Hueneme CA 

.S. MERCHANT MARINE ACADEMY Kings Point, NY (Reprint Custodian) 

S DEPT OF INTERIOR Bur of Land Mgmnt Code 583, Washington DC 

§ GEOLOGICAL SURVEY Off. Marine Geology, Piteleki, Reston VA 

S NAVAL FORCES Korea (ENJ-P&O) 

SCG G-EOE-4 (T Dowd), Washington, DC; Library Hqs Washington, DC 

SCG R&D CENTER CO Groton, CT; D. Motherway, Groton CT; Library New London, CT 

SDA Ext Service (T. Maher) Washington, DC; Forest Service Reg 3 (R. Brown) Albuquerque, NM, Forest 

Service, San Dimas, CA 

USNA Ch. Mech. Engr. Dept Annapolis MD; ENGRNG Div, PWD, Annapolis MD; PWO Annapolis MD 

USS FULTON WPNS Rep. Offr (W-3) New York, NY 

WATER & POWER RESOURCES SERVICE (Smoak) Denver, CO 

ADVANCED TECHNOLOGY F. Moss, Op Cen Camarillo, CA 

AMERICAN CONCRETE INSTITUTE Detroit MI (Library) 

BERKELEY PW Engr Div, Harrison, Berkeley, CA 

CALIF. DEPT OF NAVIGATION & OCEAN DEV. Sacramento, CA (G. Armstrong) 

CALIF. MARITIME ACADEMY Vallejo, CA (Library) 

CALIFORNIA INSTITUTE OF TECHNOLOGY Pasadena CA (Keck Ref. Rm) 

CALIFORNIA STATE UNIVERSITY (Yen) Long Beach, CA; LONG BEACH, CA (CHELAPATI) 

CLARKSON COLL OF TECH G. Batson, Potsdam NY 

COLORADO STATE UNIV., FOOTHILL CAMPUS Fort Collins (Nelson) 

CORNELL UNIVERSITY Ithaca NY (Serials Dept, Engr Lib.); (Dr. F.Kulnawy) Dept of Civil & Environ 
Engrng, Ithaca, NY 

DAMES & MOORE LIBRARY LOS ANGELES, CA 

DUKE UNIV MEDICAL CENTER B. Muga, Durham NC; DURHAM, NC (VESIC) 

FLORIDA ATLANTIC UNIVERSITY Boca Raton, FL (McAllister) 

GEORGIA INSTITUTE OF TECHNOLOGY Atlanta GA (School of Civil Engr., Kahn); Col. Arch, Benton, 
Atlanta, GA 

HARVARD UNIV. Dept. of Architecture, Dr. Kim, Cambridge, MA 

GEORGIA INSTITUTE OF TECHNOLOGY Atlanta GA (B. Mazanti) 
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INSTITUTE OF MARINE SCIENCES Morehead City NC (Director) 

IOWA STATE UNIVERSITY Ames IA (CE Dept, Handy) 

WOODS HOLE OCEANOGRAPHIC INST. Woods Hole MA (Winget) 

LEHIGH UNIVERSITY BETHLEHEM, PA (MARINE GEOTECHNICAL LAB., RICHARDS); Bethlehem 
PA (Fritz Engr. Lab No. 13, Beedle); Bethlehem PA (Linderman Lib. No.30, Flecksteiner) 

MAINE MARITIME ACADEMY CASTINE, ME (LIBRARY) 

MICHIGAN TECHNOLOGICAL UNIVERSITY Houghton, MI (Haas) 

MIT Cambridge MA; Cambridge MA (Rm 10-500, Tech. Reports, Engr. Lib.); Cambridge MA (Whitman) 

NATL ACADEMY OF ENG. ALEXANDRIA, VA (SEARLE, JR.) 

NATURAL ENERGY LAB Library, Honolulu, HI 

NEW MEXICO SOLAR ENERGY INST. Dr. Zwibel Las Cruces NM 

NY CITY COMMUNITY COLLEGE BROOKLYN, NY (LIBRARY) 

OREGON STATE UNIVERSITY (CE Dept Grace) Corvallis, OR; CORVALLIS, OR (CE DEPT, BELL) 
CORVALLIS, OR (CE DEPT, HICKS); Corvalis OR (School of Oceanography) 

PENNSYLVANIA STATE UNIVERSITY STATE COLLEGE, PA (SNYDER); State College PA (Applied 
Rsch Lab); UNIVERSITY PARK, PA (GOTOLSKI) 

PORT SAN DIEGO Pro Eng for Port Fac, San Diego, CA 

PORTLAND STATE UNIVERSITY H. Migliore Portland, OR 

PURDUE UNIVERSITY Lafayette IN (Leonards); Lafayette, IN (Altschaeffl); Lafayette, IN (CE Engr. Lib) 

SAN DIEGO STATE UNIV. 1. Noorany San Diego, CA; Dr. Krishnamoorthy, San Diego CA 

SCRIPPS INSTITUTE OF OCEANOGRAPHY LA JOLLA, CA (ADAMS) 

SEATTLE U Prof Schwaegler Seattle WA 

SOUTHWEST RSCH INST King, San Antonio, TX; R. DeHart, San Antonio TX 

STANFORD UNIVERSITY Stanford CA (Gene) 

STATE UNIV. OF NEW YORK Buffalo, NY; Fort Schuyler, NY (Longobardi) 

TEXAS A&M UNIVERSITY College Station TX (CE Dept. Herbich); J.M. Niedzwecki, College Station, TX; 
W.B. Ledbetter College Station, TX 

UNIVERSITY OF ALASKA Doc Collections Fairbanks, AK; Marine Science Inst. College, AK 

UNIVERSITY OF CALIFORNIA A-031 (Storms) La Jolla, CA; BERKELEY, CA (CE DEPT, GERWICK); 


BERKELEY, CA (CE DEPT, MITCHELL); Berkeley CA (Dept of Naval Arch.); Berkeley CA (E. 
Pearson); Berkeley CA (R. Williamson); DAVIS, CA (CE DEPT, TAYLOR); LIVERMORE, CA 
(LAWRENCE LIVERMORE LAB, TOKARZ); La Jolla CA (Acq. Dept, Lib. C-075A); M. Duncan, 
Berkeley CA 


UNIVERSITY 
UNIVERSITY 
UNIVERSITY 
UNIVERSITY 
URBANA, 
UNIVERSITY 
UNIVERSITY 
UNIVERSITY 
UNIVERSITY 
UNIVERSITY 
UNIVERSITY 
UNIVERSITY 
UNIVERSITY 
UNIVERSITY 
UNIVERSITY 
(Breen) 
UNIVERSITY 
SEATTLE, 
SEATTLE, 


OF CONNECTICUT Groton CT (Inst. Marine Sci, Library) 

OF DELAWARE Newark, DE (Dept of Civil Engineering, Chesson) 

OF HAWAII HONOLULU, HI (SCIENCE AND TECH. DIV.) 

OF ILLINOIS (Hall) Urbana, IL; Metz Ref Rm, Urbana IL; URBANA, IL (DAVISSON); 
IL (LIBRARY); Urbana IL (CE Dept, W. Gamble) 

OF MASSACHUSETTS (Heronemus), ME Dept, Amherst, MA 

OF MICHIGAN Ann Arbor MI (Richart) 

OF NEBRASKA-LINCOLN Lincoln, NE (Ross Ice Shelf Proj.) 

OF NEW HAMPSHIRE DURHAM, NH (LAVOIE) 

OF NEW MEXICO J Nielson-Engr Matls & Civil Sys Div, Albuquerque NM 

OF NOTRE DAME Katona, Notre Dame, IN 

OF PENNSYLVANIA P. McCleary Dept of Architecture Philadelphia, PA 

OF SO. CALIFORNIA Univ So. Calif 

OF TEXAS Inst. Marine Sci (Library), Port Arkansas TX 

OF TEXAS AT AUSTIN AUSTIN, TX (THOMPSON); Austin TX (R. Olson); Austin, TX 


OF WASHINGTON Seattle WA (M. Sherif); Dept of Civil Engr (Dr. Mattock), Seattle WA; 
WA (APPLIED PHYSICS LAB); SEATTLE, WA (OCEAN ENG RSCH LAB, GRAY); 
WA (PACIFIC MARINE ENVIRON. LAB., HALPERN); Seattle WA (E. Linger); Seattle, 


WA Transportation, Construction & Geom. Div 
VENTURA COUNTY PWA (Brownie) Ventura, CA 
VIRGINIA INST. OF MARINE SCI. Gloucester Point VA (Library) 
WESTERN ARCHEOLOGICAL CENTER Library, Tucson AZ 
WOODS HOLE OCEANOGRAPHIC INST. Doc Lib LO-206, Woods Hole MA 
ALFRED A. YEE & ASSOC. Librarian, Honolulu, HI 
AMETEK Offshore Res. & Engr Div 


ARCAIR CO. 


D. Young, Lancaster OH 


ARVID GRANT OLYMPIA, WA 

ATLANTIC RICHFIELD CO. DALLAS, TX (SMITH) 

BECHTEL CORP. SAN FRANCISCO, CA (PHELPS) 

BETHLEHEM STEEL CO. Dismuke, Bethelehem, PA 

BRAND INDUS SERV INC. J. Buehler, Hacienda Heights CA 
BRITISH EMBASSY M A Wilkins (Sci & Tech Dept) Washington, DC 
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BROWN & ROOT Houston TX (D. Ward) 

CHAS. TL MAIN, INC. (R.C. Goyette), Portland, OR 

CHEVRON OIL FIELD RESEARCH CO. LA HABRA, CA (BROOKS) 

CICB O’Rourke 

COLUMBIA GULF TRANSMISSION CO. HOUSTON, TX (ENG. LIB.) 

CONCRETE TECHNOLOGY CORP. TACOMA, WA (ANDERSON) 

CONRAD ASSOC. Van Nuys CA (A. Luisoni) 

CONTINENTAL OIL CO O. Maxson, Ponca City, OK 

DILLINGHAM PRECAST F. McHale, Honolulu HI 

DRAVO CORP Pittsburgh PA (Wright) 

EVALUATION ASSOC. INC KING OF PRUSSIA, PA (FEDELE) 

EXXON PRODUCTION RESEARCH CO Houston, TX (Chao) 

FURGO INC. Library, Houston. TX 

GEOTECHNICAL ENGINEERS INC. Winchester, MA (Paulding) 

GLIDDEN CO. STRONGSVILLE, OH (RSCH LIB) 

GOULD INC. Tech Lib, Ches Instru Div Glen Burnie MD 

GRUMMAN AEROSPACE CORP. Bethpage NY (Tech. Info. Ctr) 

HALEY & ALDRICH, INC. Cambridge MA (Aldrich, Jr.) 

HUGHES AIRCRAFT Culver City CA (Tech. Doc. Ctr) 

NUSC DET Library, Newport, RI 

LAMONT-DOHERTY GEOLOGICAL OBSERVATORY Palisades NY (McCoy) 

LIN OFFSHORE ENGRG P. Chow, San Francisco CA 

LINEFAST CORP (J. DiMartino) Holbrook, NY 

LOCKHEED MISSILES & SPACE CO. INC. L. Trimble, Sunnyvale CA 

MARATHON OIL CO Houston TX 

MARINE CONCRETE STRUCTURES INC. MEFAIRIE, LA (INGRAHAM) 

MCDONNELL AIRCRAFT CO. (Goff) Sr Engr, Engrng Dept, St. Louis, MO 

MOBIL R & D CORP Manager, Offshore Engineering, Dallas, TX 

MOFFATT & NICHOL ENGINEERS (R. Palmer) Long Beach, CA 

MUESER, RUTLEDGE, WENTWORTH AND JOHNSTON New York (Richards) 

EDWARD K. NODA & ASSOC Honolulu, HI 

NEWPORT NEWS SHIPBLDG & DRYDOCK CO. Newport News VA (Tech. Lib.) 

OPPENHEIM Los Angeles, CA 

PACIFIC MARINE TECHNOLOGY (M. Wagner) Duvall, WA 

PORTLAND CEMENT ASSOC. SKOKIE, IL (CORLEY; Skokie IL (Rsch & Dev Lab, Lib.) 

R J BROWN ASSOC (R. Perera), Houston, TX 

RAND CORP. Santa Monica CA (A. Laupa) 

RAYMOND INTERNATIONAL INC. E Colle Soil Tech Dept, Pennsauken, NJ; J. Welsh Soiltech Dept, 
Pennsauken, NJ 

ROHR IND. INC (D. Buchanan) Chula Vista, CA 

SANDIA LABORATORIES Library Div., Livermore CA; Seabed Progress Div 4536 (D. Talbert) Albuquerque 
NM 

SCHUPACK ASSOC SO. NORWALK, CT (SCHUPACK) 

SEATECH CORP. MIAMI, FL (PERONIT) 

SHANNON & WILLSON INC. Librarian Seattle, WA 

SHELL DEVELOPMENT CO. Houston TX (C. Sellars Jr.); Houston TX (E. Doyle) 

SHELL OIL CO. HOUSTON, TX (MARSHALL); I. Boaz, Houston TX 

TIDEWATER CONSTR. CO Norfolk VA (Fowler) 

TRW SYSTEMS CLEVELAND, OH (ENG. LIB.); REDONDO BEACH, CA (DAI) 

UNITED KINGDOM LNO, USA Meradcom, Fort Belvoir, VA 

WESTINGHOUSE ELECTRIC CORP. Annapolis MD (Oceanic Div Lib, Bryan); Library, Pittsburgh PA 

WESTINSTRUCORP Egerton, Ventura, CA 

WISS, JANNEY, ELSTNER, & ASSOC Northbrook, IL (D.W. Pfeifer) 

WM CLAPP LABS - BATTELLE DUXBURY, MA (LIBRARY) 

WOODWARD-CLYDE CONSULTANTS (Dr. R. Dominguez), Houston, TX; Library, West. Reg., Walnut 
Creek, CA; PLYMOUTH MEETING PA (CROSS, III) 

BARA, JOHN P. Lakewood, CO 

BARTZ, J Santa Barbara, CA 

BROWN, ROBERT University, AL 

BULLOCK La Canada 

F. HEUZE Alamo, CA 

GERWICK, BEN C. JR San Francisco, CA 

LAYTON Redmond, WA 

CAPT MURPHY Sunnyvale, CA 

OSBORN, JAS. H. Ventura, CA 
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PAULI Silver Spring, MD 

R.F. BESIER Old Saybrook CT 

BROWN & CALDWELL Saunders, E.M./Oakland, CA 
SPIELVOGEL, LARRY Wyncote PA 

T.W. MERMEL Washington DC 
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INSTRUCTIONS 


The Naval Civil Engineering Laboratory has revised its primary distribution lists. The bottom of 
the mailing label has several numbers listed. These numbers correspond to numbers assigned to the list of 
Subject Categories. Numbers on the label corresponding to those on the list indicate the subject category and 
type of documents you are presently receiving. If you are satisfied, throw this card away (or file it for later 


reference). 
If you want to change what you are presently receiving: 
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DISTRIBUTION QUESTIONNAIRE 


The Naval Civil Engineering Laboratory is revising its primary distribution lists. 


SUBJECT CATEGORIES 


1 SHORE FACILITIES 
Construction methods and materials (including corrosion 
control, coatings) 

Waterfront structures (maintenance/deterioration control) 

Utilities (including power conditioning) 

Explosives safety 

Construction equipment and machinery 

Fire prevention and control 

Antenna technology 

Structural analysis and design (including numerical and 

computer techniques) 

10 Protective construction (including hardened shelters, 
shock and vibration studies) 

11 Soil/rock mechanics 

13 BEQ 

14 Airfields and pavements 

15 ADVANCED BASE AND AMPHIBIOUS FACILITIES 

16 Base facilities (including shelters, power generation, water supplies) 

17 Expedient roads/airfields/bridges 

18 Amphibious operations (including breakwaters, wave forces) 

19 Over-the-Beach operations (including containerization, 
materiel transfer, lighterage and cranes) 

20 POL storage, transfer and distribution 

24 POLAR ENGINEERING 

24 Same as Advanced Base and Amphibious Facilities, 
except limited to cold-region environments 


ONDIAH hw 


TYPES OF DOCUMENTS 
85 Techdata Sheets 86 Technical Reports and Technical Notes 
83 Table of Contents & Index to TDS 


28 ENERGY/POWER GENERATION 

29 Thermal conservation (thermal engineering of buildings, HVAC 
systems, energy loss measurement, power generation) 

30 Controls and electrical conservation (electrical systems, 
energy monitoring and control systems) 

31 Fuel flexibility (liquid fuels, coal utilization, energy 
from solid waste) 

32 Alternate energy source (geothermal power, photovoltaic 
Power systems, solar systems, wind systems, energy storage 
systems) 

33 Site data and systems integration (energy resource data, energy 
consumption data, integrating energy systems) 

34 ENVIRONMENTAL PROTECTION 

35 Solid waste management 

36 Hazardous/toxic materials management 

37 Wastewater management and sanitary engineering 

38 Oil pollution removal and recovery 

39 Air pollution 

40 Noise abatement 

44 OCEAN ENGINEERING 

45 Seafloor soils and foundations 

46 Seafloor construction systems and operations (including 
diver and manipulator tools) 

47 Undersea structures and materials 

48 Anchors and moorings 

49 Undersea power systems, electromechanical cables, 
and connectors 

50 Pressure vessel facilities 

51 Physical environment (including site surveying) 

52 Ocean-based concrete structures 

53 Hyperbaric chambers 

54 Undersea cable dynamics 
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